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‘ THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
) as BY-LAW NO. _R79-172 


: TO REPEAL AND CONSOLIDATE THE PROVISIONS OF BY-LAWS 
93 NOG 1375524975 pie) oye mh) 1307 Rd ali4, RI9=78) AND 
: TO REGULATE THE USE OF PUBLIC AND PRIVATE SEWERS 

AND DRAINS, THE INSTALLATION AND CONNECTION OF 
BUILDING SEWERS AND DRAINS AND THE DISCHARGE OF 
WATER AND WASTES INTO THE SANITARY SEWAGE SYSTEMS 
OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH ; 
AND TO APPLY THE INTERNATIONAL STANDARD UNITS OF 
MEASUREMENT TO THIS BY-LAW 


WHEREAS it is provided by Section 77 of The Regional Municipality 
of Hamilton-Wentworth Act , 


(a) that the Regional Corporation has on and after 


1975.01.01, the’ sole responsibility 
(i) for the collection and disposal of all 


sewage in the Regional Area, and 
(ii) for the establisament, construction, 

: maintenance , operation and financing 
of the collection and disposal of such 
sewage, 

except as provided for in sub-section (12) of 
Section 77 of The Regional Municipality of 
Hamilton-Wentworth Act, and 


=) (b) that all of theprovisions of any general or 
special Act relating to the collection and 
disposal of sewage and the financing thereof 
by a municipal corporation apply mutatis 
mutandis to the Regional Corporation, and 
WHEREAS under sub-section (13) of Section 77 of The Regional Muni- 
cipality of Hamilton-Wentworth Act the Regional Corporation may 


assume, by By-Law, the responsibility for storm sewers within any 


Area Municipality, and 


WHEREAS the Regional Corporation by the enactment of By-Law No. 
9-73 assumed responsibility for all storm sewers within the City 


of Hamilton, and 


WHEREAS under paragraph 129 of sub-section (1) of Section 354 of 
The Municipal Act, which is made applicable to the Regional Corp- 
oration by virtue of sub-section (1) of Section 77 of The Regional 
Municipality of Hamilton-Wentworth Act, the Regional Corporation 
» is empowered to prohibit and regulate the discharge of any gaseous, 
| liquid or solid mates into land drainage works, private branch 
drains and connections to any sewer, sewer system or sewage works 


for the carrying away of domestic sewage or industrial wastes, or 


both, whether connected to a treatment works or not, and 


WHEREAS Part XXI of The Municipal Act applies with necessary modifications to 
Regional Corporation 
NOW, THERFFORE, THE COUNCIL OF TRE PEGIONAL MUNICIPALITY OF 


HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 
DEFINITIONS 


1. In this By-Law, unless the context otherwise requires, the 
expression - 
(a) “Area Municipality” means any one or all of the following 
(i) Tne Corporation of the City cf Hamilton, 
(ii) The Corporation of the Town of Dundas, 
(iii) The Corporation of the Town of Stoney Creek, 
(iv) ‘The poeoeaeien of the Town of Ancaster, 
(v) The Corporation of the Township of Glanbrook, 
(vi) The Corporation of the Township of Flamborough, 
as constituted by Section 2 of The Regional Municipality 


of Hamilton-Wentworth Act, and 


(>) “building drain" or "building sewer" means 


(i) that part of the lowest horizontal piping 
cf a drainage system in or adjacent toa 
building and which receives ‘the discharge 
from a soil pipe, or waste pipe, or other 
drainage pipe, and conveys it to the yard 
sewer, and 

(ii) wherever used in this By-Law, both a sani- 


tary building drain anda storm water puild- 
ing drain, and 


(c) "hiochemical oxygen demand" or BOD" means the 
measurement of the quantity of oxygen utilized 
in the biochemical oxidation of organic matter 
over a period of 5 days at 20°C, expressed in 
parts mg/l, and as determined by the appropriate 
procedure in "Standard Methods", and 


(d) “catchbasin” means 2 drain installed to collect surface 


water from an open area and to trap solids, and 


(e) “combined sewer* means a sewe> intended to function sim- 


ultaneously as a storm sewer and as a sanitary sewer, and 


(£) 


(g) 


(h) 


(i) 


(3) 


(k) 


(1) 


a ey 


"Commissioner of Engineering” means the Commissioner of 
Engineering for the Regional Corporation or the person 


duly authorized to act in his stead, and 


"garbage” means solid waste from the preparation, cook~ 
ing, dispensing of food and from the handling, storage 


and sale of produce, and 


"main sewer” means any sewer, other than a private drain 
or yard sewer, owned, operated, maintained or controlled 
by the Regional Corporation or the appropriate Area Mun- 


icipality to which private drains are connected, and 


"person" 


(i) means any person, firm, co-partnership or corpora 
tion or any trustee, manager or other person either 
individually or jointly with another owning or oc~ 
cupying any building or place or having the manage- 
ment or supervision of any building or plant to 
which this By-Law applies, and 


(ii) includes any agent, workman, servant Or employee of 
such person, firm, co-partnership or corporation, 
and 

"pH" means the logarithm (to the base 10) of the recip- 

rocal of the weight of hydrogen ions in grams per See 


of solution, and 


“private drain" means 


(i) that part of a drainage system which connects a 
yard sewer to a main sewer and is situated within 
the limits of the highway allowance, and 


(ii) wherever used in this By-Law, both a sanitary private 
drain and a storm water private drain, and 

"Regional Area" means the area from time to time included 

within the Area Municipalities eytablished pursuant to 

section 2 of The Regional Municipality of Hamilton- 


Wentworth Act, and 


(m) "Regional Corporation" or "Regional Municipality” 
means The Regional Municipality of Hamilton-Wentworth, 
and 
(n) "sanitary building drain” means a building drain to 
carry domestic, commercial and industrial wastes or any 
of them, and 
(0) "Sanitary private drain" means a private drain to 
carry domestic, commercial and industrial wastes or any 
of them, and 
(p) "Sanitary sewage" includes domestic, commercial and 
industrial wastes including contaminated water (oon 
cooling or condensing systems and air-conditioning systems, 
-and i] 
(q) "sanitary sewer" means a sewer for the collection and 
transmission of domestic, commercial and industrial wastes 
or any of them, and 
(x) "sewage" includes drainage, storm water, domestic wastes, 
commercial wastes and industrial wastes, and 
(s) “sewage works" means all sewers, sewer systems, pumping 
stations, sewage treatment plants and other works. for 
the collection, acceptance, transmission, treatment 
and disposal of sewage, and 
(Ge) "Standard Methods" means the edition, current at the date 
of testing, of "Standard Methods for the erence of 
Water and Wastewater" published jointly by the American 
Public Health Association, the American Water Works Associa- © 
tion and the Water Pollution Control Federation, and 


(u) "Storm drainage” includes rain, ground or surface water 


and uncontaminated water, and = 


oe 
(v) "storm sewer" or "storm drain" 
(i) means a sewer to carry storm drainage, but 
(ii) does not mean a sewer to carry sanitary sewage, and 
(w) "storm water building drain" 
(i) means a building drain to carry storm drainage, but 
(ii) does not mean a building drain to carry sanitary 
sewage, and 
(x) "storm water private drain" 
(i) means a private drain to carry storm drainage, but 
(ii) does not mean a private drain to carry sanitary 
sewage, and 
(y) "storm water yard sewer" 
(i) means a yard sewer to carry storm drainage, but 
(ii) does not mean a yard sewer to carry sanitary 
sewage, and 
(z) "Suspended Solids" or "SS" means the insoluable 
soltd matter suspended in wastewater, that is 
separable by laboratory filtration in accordance 
with the procedure described in “Standard Methods", and 
(aa) "yard sewer" 


(i) means that part of a drainage system outside 
a building commencing at a point lm from the 
outer face of the wall of a building and connecting 
the but lding drain £0 a private drain connection or 


to any other place of disposal, and 


(ii) includes that part of a drainage system between a catch- 


(cc) 


(dd) 


(ee) 


(Ff) 
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basin and a storm water private drain or other place of 
disposal, and 


means, wherever used in this By-law both a sanitary 
yard sewer and a storm water yard sewer. 


"coliform count" means the number of all coliform 
bacteria and is expressed in r.umber 2f coliform 
bacteria per 100 millilitres of solution, as determined 
in accordance with Standard Methods, and 


"colour of liquid" means the appearance of a liquid 
from which the suspended solids have been removed, 
as determined in accordance with "Standard Methods", and 


"dissolved solids" means the solid matter in solution 

in the wastewater and shall be obtained by evaporation 

of a sample from which all suspended matter has been 

removed by filtration as determined by the procedures 

in "Standard Methods", and , 


"domestic wastewater" means the water carried wastes 
produced from non-commercial or non-industrial 
activities and which result from normal human living 
processes, and e 


industrial wastes" means all water carried wastes and 

wastewaters of the Regional Area excluding domestic : 
wastewater and uncontaminated water, and shall 

include all wastewater from any producing, manufacturing, 

processing, institutional, commercial, agricultural or 

other operation where the wastewater discharged includes 

significant quantities of wastes of non-human origin, and 


"Inspector" means a person authorized by the Commissioner 
of Engineering to inspect wastewater generation, 
conveyance, processing and disposal facilities, and 


"matter means any gaseous, liquid or solid matter and 
"radioactive material" means material containing chemical 
elements that spontaneously change their atomic structures 


by emitting any particles, rays or energy forms, and 


“sewage treatment plant" means any arrangement of 
devices and structures used for treating sewage, and 


it e ° ° 
sewer’ shall mean a pipe or conduit for carrying sewage. 


APPLICATION OF BY-LAW 


ae (1) Nothing in this By-law is to be construed as purportiny to 
permit anything which by the provision of any applicable 
Act or Regulation is prohibited and where there is a 
conflict in this respect between the provisions of the 
applicable Act or Regulation, and the provisions of this By-law, 


the provisions of the applicable Act or Regulation are to prevail. 


(2) The sections of this By-Law dealing with 


(a) storm sewers are applicable to the Area Munici- 
pality of the City of Hamilton, and 


(b) storm sewers are only applicable 
(i) in other Area Municipalities in the Regional 
Area when such Area Municipalities enact 
By-Laws adopting the provisions of this By- 
Law in that respect, or 


(ii) in the whole or any part of any other Area 
» | Municipality in the Regional Area when the 
Regional Corporation enacts a By-Law assum- 
ing responsibility for storm sewers in the 
whole or any part of such Area Municipality, 
and 


(c) storm water private drains, storm water yard 
sewers and other aspects of storm drainage, other 
than storm sewers are only applicable in the whole 
or any part of an Area Municipality 
(1) when the Area Municipality enacts a By- 

Law adopting the provisions of this By- 
Law, or 


(ii) when the Regional Corporation enacts a 
By-Law assuming responsibility therefor. 


ADMINISTRATION AND ENFORCEMENT 


3. (1) The Commissioner of Engineering is responsible for the 
administration of this By-Law in all areas where the 


Regional Corporation has jurisdiction and control over 
eS) sewage works. 


(2) If the Regional Corporation does not pass a By-Law assum- 
ing responsibility for storm drainage in the whole or any 


part of an Area Municipality and the Area Municipality 


has passed the necessary By-law adopting the provisions 
of this By-law, as described in sub-section (2) of 
section 2, then the Area Municipality is responsible for 
the administration and enforcement of the provisions of 
this By-law dealing with storm sewers, storm water 
building drains, storm water yard sewers and storm water 


private drains. 


SEWER CONNECTIONS 


4. REPEALED April 3, 1979 by By-law R79-78. 


ay 


(a) 


Se 


CONNECTION WHERE LAND NOT DIRECTLY SERVICED 


Where a parcel of land does not abut ona 

highway or other public communication in 

which there is a main sewer to which such land 

May readily be drained, but there is some 

other sewer to which the land may be readily 

drainedand “for the cost of which such parcel 

has not been specially assessed, such parcel 
may be drained to such other main sewer. 

(a) Upon the owner receiving the oerceea 
consent of the Regional Corporation and/or 
of the appropriate Area Municipality, which- 
ever is the case, and 

(b) Upon the execution and registration on 
title of an Agreement in the form set forth 
in Schedule "A", and the owner of the land 
is to pay to the Region 
(i) $500.00 where one sewer is to be 

connected. 
(ii) $625.00 where a sanitary and storm 


sewer is to be connected. 


YARD SEWERS AND PRIVATE DRAINS 
EE Ne SS) 


6. (1) After the date of the enactment of this By-Law, 


(a) no person is to install any yard sewer for the 
Carriage of both sanitary sewage and storm 
drainage, but every person installing a 
yard sewer is responsible 


(i) - where a sanitary sewer is available, 
that a sanitary yard sewer is installed 
and connected, and 


(ii) where a storm sewer is available, that 
a storm water yard is installed and 
connected. 


(b) no person is to install any private drain for 
the carriage of both sanitary sewage and storm 
drainage, but every person installing a private 
drain connection is responsible 


'(i) where a sanitary sewer is available, 
that a sanitary private drain is in- 
stalled and connected, and 


(ii) where a storm sewer is available, that a 
storm water private drain is installed 
and connected, but 


notwithstanding the provisions of this paragraph 
where only a combined sewer is available a sanitary 
private drain and a storm water private drain are 
to be installed, except where there is an existing 
private drain. 

(2) Where land is used for residential purposes, not more 


than one lot or building or premises, is to be connected 


into one yard sewer or into one private drain. 


(3) Notwithstanding the provisions of sub-section (2) of this 
section, all dwellings within a row of attached dwellings 


may be connected into one private drain if — € 


(4) 


(S) 


(6) 


(7) 


(8) 


Tail 


(a) each dwelling, or group of dwellings, has its own 
separate building drain connected to a common yard 
sewer, and 


(b) all dwellings either remain in the same ownership 
or the yard sewer is the responsibility of one 
person. 

Where land is used for non-residential purposes, not more 


than one lot or building or premises is to be connected 


into one yard sewer or into one private drain. 


Notwithstanding the provisions of sub-section (4) of 
this section, where a group of buildings are erected on 
one parcel of land under cne ownership, all units or 
buildings may be connected into one private drain if 


(a) each unit or building has its own separate 
building drain connected to a common yard 
sewer located outside the building, and 


(b) all units or buildings remain in the one 

ownership. 
Where any lot which is drained into a main sewer is sub- 
divided, each part into-which it is subdivided is to be 
drained by yard sewers and private drains which are not 


connected to any other land. 


Notwithstanding the provisions of sub-section (6) of this 
section, where the lot is used for other than industrial 
or commercial purposes, the existing private drain and 
yard sewers serving any building may be used for more 
than one parcel, | 
(a) if the building was constructed prior to the 

year 1975, and 


(b) if the main sewer to which the building is 
connected was constructed prior to the year 
NT Wy he 


The provisions of sub-section (7) of this section do not 
apply to lots, the buildings upon which are, 
(a) demolished in whole or in part, or 


(b) reconstructed in whole or in part. 


SS Le 


PERMIT, BOND AND NOTICE 


Sanitary yard sewers, sanitary private drains and lateral connec= 


ie eK) 


tions to a sanitary yard sewer 


With the exception of work done by duly authorized ser- 

vants of the Regional Corporation, no person is to com- 

Mence any work of construction, reconstruction, repair- 

ing, installing, altering, or connecting the whole or 

any part of any 

(a) sanitary yard sewer or lateral connection to a 
sanitary yard sewer cr any appurtenance thereof 


without a permit signed by the Commissioner of 
Engineering, and 


(b) sanitary private drain or any appurtenance 
thereof 


(i) - without a permit sizned by the 
Commissioner of Engineering, and 


(ii) without notifying the ingineer 


for the Area Municipality respons- 
ible for the roadway and, if re- 
quired, obtaining a road cut permit 
from the Area Municipality. 


Storm water jard sewers, storm water private drains, catchbasins 
connected to a yard sewer and lateral connections to a storm 


(2) 


water yard sewer 


With the exception of work done by duly authorized ser- 
vants of the Area Municipality having jurisdiction and 
control over storm drainage, no person is to commence 
any work of constructing, reconstructing, repairing 
installing, altering or connecting the whole or any 
part of any storm water yard sewer, storm water private 
drain, catchbasin connected to a yard ‘sewer or lateral 
connection to a storm water yard sewer, or any appurte- 


nance thereof without a permit signed by the Engineer € 


for the Area Municipality. 


(3) 


(4) 


(5) 


= owe 


The permits required under sub=-sections (1) and (2) of 
this section are not to be issued until the person who 
is to do the work has deposited with the Commissioner of 
Engineering and/or the Engineer for the appropriate Area. 
Municipality, whichever is the case, 


(a) an indemnity bond, issued by a surety company 
licensed to carry on business in Ontario, in 
a form acceptable to the Regional Treasurer 
and the Regional Solicitor and/or the Solicitor 
for the appropriate Area Municipality for the 
sum of $1,000.00 and which is to guarantee payment 
to the Regional Corporation or the appropriate 
Area Municipality of the cost to it of all works 
and repairs carried out by it, as a consequence 
of that person's performance of the work, during 
each year and for a period of two (2) years after 
completion of the work, and 


(b) a certificate of insurance in the amount of 
$100,000.00 for property damage and $200,000.00 for 
public liability paid up to a date subsequent 
to the date for completion of the work for which 


the permit is issued and such insurance 


(i) is to be issued by a company licensed 
to carry on business in Ontario, and 


(ii) is to be in a form that is acceptable 
to the Regional Treasurer and the 
Regior.al Solicitor and/or the Solicitor 
for the appropriate Area Municipality. 
The bond is to guarantee payment to the Regional Corpor- 
ation and/or the Area Municipality, whichever is the case, 


of the cost of all works and repairs rendered necessary 


by or from the performance of the work. 


No person is to perform or commence any work of repair- 
ing any part of any yard sewer or private drain or appur- 
tenance thereof until after he has notified the following: 


(a) in the case of sanitary private drains, sanitary 
yard sewers and lateral connections to a sanitary 


yard sewer the Commissioner of Engineering, and 


Ps ie eg 


(b) in the case of storm water yard sewers, storm 
water private drains, catchbasins connected to 
a yard sewer or lateral connections to a storm 
water yard sewer the Engineer for the Area Muni- 
cipality. 


(6) Every application for a permit 


(a) is to be in writing in the form set forth in 
Schedule "B”, and is to be signed by the Owner 
of the land to be drained, or by his agent duly 
authorized in writing, and 


(b) is to show the full name and full address of the 
person who is to do the work, and 


(c) is to be made by delivering the same to the 
office of the Commissioner of Engineering or 
the. Engineer of the appropriate Area Munici- 
pality, whichever is the case, together with 
(i) three (3) copies of proper plans 

and specifications, and 


(ii) a complete analysis of the wastes 
to he discharged to all yard sewers 
and private drains from industrial 
or commercial premises, and 


(d) is to include the permit fee set forth in Schedule 
od ed 
(7) The Commissioner of Engineering or the Engineer of the 
Area Municipality, whichever is the case, may waive the 
requirement for plans, specifications and analysis des- 
eribed in sub-section (6) of this section, in relation 
to works described in sub-sections (1) and (2) of this. 
section that are under the respective jurisdiction and 
control of the Regional Corporation or an Area Munici- 
pality wherever in his opinion they may safely bé dis- 


pensed with. 


STANDARDS FOR PIPE AND FITTINGS 


8. (1) All pipe used for yard sewers, private drains and lat- 
eral connections to yard sewers is to meet the standards 


set by the Commissioner of Engineering or the Engineer 


(2) 


(3) 


(1) 


= ifs 


for the appropriate Area Municipality, whichever is the 
case, in respect of works described under this By-Law 
as coming under the jurisdiction and control of the Reg- 


ional Corporation or of an Area Municipality. 


In all cases the fittings used in the construction of 
private drains 
(a) are to be equal in quality to the pipe used, and 


(b) are to be suitable, in the opinion of the Com- 
missioner of Engineering or of the Engineer for 
the appropriate Area Municipality, whichever is 
the case, for the type of pipe used. 


No person is to install any yard sewer or any private 
drain, 


(a) of a capacity that in the opinion of the Com- 
missioner of Engineering or of the Engineer for 
the appropriate Area Municipality, whichever is 


the case, is less than adequate, or 


(b) of a diameter that is less than that of the 
building drain, and 


that in any event is of a diameter of not less than 


150mm in the Area Municipality of the City of 
Hamilton and 125mm in the other Area Municipalities 


in the Regional Area. 
INSTALLATION OF YARD SEWERS AND PRIVATE DRAINS 


Every yard newer and private drain is to be designed, 
constructed and installed in accordance with generally 
accepted good practice, with all joints completed with 
suitable materials and in a proper workmanlike manner, 
finished clean and smooth on both the outside and inside 
of the pipe, and, at the line of the highway, having 

the top of the pipe at least 2.2m below the level of 


the finished surface of the roadway opposite that ~ 


point, or at such higher elevation only as may be 


necessitated by the level of the main sewer. 


(2) 


(3) 


(4) 


(5) 


Sat Sece 


Every private drain connection is to be connected to a 
Main sewer, using proper "T" or “"Y" fittings. Saddles 
may only be used where approved by the Commissioner of 
Engineering or the Engineer for the appropriate Area 


Municipality, whichever is the case. 


The slope of the yard sewers and private drains is not 


to be less than one (1)% grade. 


Every yard sewer and private drain, throughout their 
length from the main sewer to the building or other 
place to be drained is to be laid, as nearly as practic- 
able, in a straight line in a trench at a right angle 
from the main sewer and distant at least 2m 

from any existing water service pipe that was installed 


prior to the installation of either the yard sewers or 


private drains. The 2m between trenches is to be measured 


horizontally between the closest parts of the water 

service pipe and the yard sewer or private drain. Only one 
storm water yard sewer and one sanitary yard sewer or one 
storm water private drain and one sanitary private drain. 


are to be installed in one trench. 


Where excavation of bedrock is required over more than 
twenty-five per cent (25%) of the length of the trench’ 
in order to install the yard sewer and private drain 
then the installation of the yard sewer and the private 
drain may be permitted, with the prior approval of the 
Commissioner of Engineering, in the same trench as the 
water service pipe upon the following conditions, 


(a) all water service pipes are to be laid 1.5m below 
the finished grade with a minimum of 150mm of 


granular material being placed under such pipe, 
and gy 


(6) 


(7) 


(8) 


(37 
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(b) - the crown of the yard sewer or private drain 
is in all places to be not less than 300 mm 
below the invert of the water service pipe, 


and 


(c) the yard sewers and private drains are to be 
_ installed prior to the water service pipe, and 


each of the conditions described in this sub-section is 
to be complied with to the satisifaction of the Commis- 


sioner of Engineering. 


Where the installation is not permitted in the same 
trench as described in sub-section (5) of this section, 
the water service pipe is to be laid in a seperate 
trench from.the yard sewer or private drain and the 


yard sewer or private drain is to be distant at least 


2m from the. water service pipe, which is 


to be measured horizontally between the closest parts 
of the water service pipe and the yard sewer or private 


drain. 


Where private drains are tnstalled and backfilled prior 
to the installation of the yard sewer the ends of the 
private drains at the limit of the highway are to be 
(a) tightly sealed with proper caps, and 


(b) carefully markéd.so that they can be 
readily located after the backfill is 
placed, and 


(c) made readily distinguishable by paint- 
ing red the end of the sanitary drain. 


No person is to connect any sanitary yard sewer to any 
building drain other than a.sanitary building drain, or 
any storm water yard sewer to any building drain other 


than a storm water building drain. 


No person is to perform any work of installation of a 


yard sewer until 
(a) the main sewer is in operation and the private 
drain is installed, and 


(5) either the roof is on the 5uilding, or the upper 
enc of the yard sewer is Dropverly covered and 
protected in the manner set forth in Schedule "F°, 


(10) A manhole is to be constructed by the owner at his own 
expense and in accordance with Plans approved by the 
Commissioner of Engineering 
(a) at the junction of the Main sewer for every pri- 

vate drain having a diameter equal to or greater 
than 300mm, and 


(b) in the case of every yard sewer regardless of size, 

carrying industrial waste, a manhole 

(i) is to be located on the owner's property 
immediately adjacent to the line of the 
highway or at some other location that in 
the opinion of the Commissioner of Engin- 
eering, is suitable, and a 

. (ii) ais to be readily accessible, and maintained 

in a safe condition, by the owner of the prop- 
erty. 

(11) The cwner of the lands is responsible that no part cf a 
private drain, yard sewer, lateral connection to a yard 
sewer or any appurtenenace thereof is back filled or 
hidden from view, until astice has been given to and the 
work inspected by fhe Commissioner of Engineering and/or 


the Engineer for the appropriate Area Municipality, which- 
ever is the case, and it is an offence for any person to 
backfill or hide any part of a private drain, yard sewer, 
lateral connection to a yard sewer or any appurtenance 
thereof from view until there has been such notice and 
inspection. ; 


(12) An existing private drain is not to be used as the out- 
‘ let for a new yard sewer until it has been determined 
by exposure at the line of the highway, that it is of 
adequate size, at proper depth, in good condition and 
connected to the appropriate main sewer. — 


(13) All roadways, curbs, Sidewalks, socding and other works 
disturbed during the installation of a private drain 
or manhole’are to be reinstated to a condition 
(a) that is at least equal to that existing before 

they were disturbed, and 


(b) that is acceptable to the Commissioner of Eng- 
ineering or the Engineer for the appropriate 
Area Municipality, whichever is the case. 


PARKING AREA DRAINAGE 
eens 


10. Every parking area for vehicles is to be drained by catch- 
basins, storm water yard sewers and storm water private 


ll. 


eee 


drains in such manner as is approved by the Engineer for the 
Area Municipality but where such catchbasins, storm water 
yard sewers and storm water private drains are connected to 
a main sewer which is under the jurisdiction and control of 
the Regional Corporation then the Engineer for the Area 
Municipality is eonepeadn the approval of the Commissioner 
of Engineering of the standards to be used in draining such 


parking areas. 


MAINTENANCE OF YARD SEWERS AND PRIVATE DRAINS 


(1) The owner of lands drained into any main sewer is, at his 
own full cost and expense, to 


(a) properly maintain, repair and make necessary 
replacement of, 


(i) any yard sewer, and 
(ii) any private drain, and 
(b) repair any roadway, sidewalk or curb that is 


(i) damaged by reason of faulty yard sewers 
and private drains or either of them, or 


(ii) disturbed by reasoncd the maintaining 
repairing or replacement of the yard 
sewer and private drain or either of 
them. 

(2) Notwithstanding sub-section (1) of this section, where 
the Regional Corporation or the appropriate Area 
Municipality is satisfied 
(a) that the private drain is broken, and 


(b) that the repair of the break in the private drain 
is undertaken by a person to whom a permit is 
issued under Section 7, 


the Regional Corporation and/or the Area Municipality 
whichever is the case, may pay the expense incurred by 
the owner in the repair of the break in the private 


drain by the person to whom a permit is issued. 


12. 


13. 


(1) 


(2) 


(3) 


(1) 


(2) 


GREASE TRAPS 


Every person operating a pee esueans business, public 
garage, metals plant or other establishment of any kind 
from wnich there is or is likely to be discharged into 
any sewer, any oil or grease contrary to this By-Law is 


to install a suitable grease and oil trap but the pro- 


visions of this sub-section do not apply to private 


living quarters. 


A grease and oil trap is not suitable within the meaning 
of sub-section (1) of this section unless 
(a) it is capable of intercepting and trapping 


grease, oil, flammable wastes, sand and 
other such ingredients, and 


(b) it is, in the opinion of the Commissioner 

of Engineering, of adequate size. 
Every such grease and oil trap is to be located so 
as to be ceadily accessible for inspection and clean- 
ing, and is to be kept in proper working order by the 
owner or operator of any establishment described under 


sub-section (1) of this section. 
PROHIBITED DISCHARGES 


No person shall discharge or permit the discharge of 
septic tank wastes into the Regional Sewage System, 


(a) without an annual permit in the form set 
forth in Schedule "D”" and signed by the 
Commissioner of Engineering, and 


(b) unless it is in conformity as to time and 
place as set forth in Schedule "E", and 


(c) without payment of the fee as set forth 

in Schedule "Cc" 
No person shall discharge or permit the discharge of 
wastes from a holding tank into the Regional Sewage 


System 


> 
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(a) without an annual permit in the form set forth inSchedule "D" 
and signed by the Commissioner of Engineering, and 


(b) unless it is in conformity as to time and place as set forth in 
Schedule "E", 


and 


(c) unless the Commissioner of Engineering has approved in writing 
the nature and volume of the materials to be discharged from 
the holding tank, and 


(d) without payment of a fee as set forth in Schedule "C". 


Notwithstanding sub-section (1) and (2) of this section, where an 
emergency exists, the Regional Corporation may, upon the advice 

and information of the Commissioner of Engineering, allow the 

discharge of septic tank wastes or wastes from a holding tank into 

the Regional sewage system at a location specified by the Commissioner of 
Engineering. 


No person shall discharge or allow the discharge of directly or 


indirectly, into any sewer or drain or into any land drainage 
works any matter or quantity of matter which may be or become 
harmful to any sewage works or which may interfere with their 
proper operation or which may impair or interfere with any 
sewage treatment process, or which may be or may become a 
hazard to persons, property or animals and without limiting the 
generality of the foregoing, any of the following: 


(a) Liquid or vapour having a termperature of more than sixty- 
five degrees (65°) Celsius, and 


(b) gasoline, benzine, naptha, fuel oi! or other inflammable or 
explosive liquid, solid or gas, and 


(c) ashes, cinders, sand, mud, straw, shavings, metal, glass, 
rags, tar, plaster, wood, cellulose, and 


(d) animal waste other than human, such as hair, wool or ful, 
feathers, intestines, blood, parts of bodies or other such 
animal waste, and 


(e) matter having a pH lower than five point five (5.5) or 
higher than nine point five (9.5) or having any other 
corrosive property which may cause damage {o the 
sewerage system, or injury to any person, and 


(f) wastes that may cause a nuisance, and without limiting the 


generality of the foregoing sewage containing hydrogen 
sulphide, carbon disulfide, ammonia trichloroethylene, 


Sale 


sulfar dioxide, formaldehyde, chlorine, bromine or pyridine, 
in such quantity that an offensive odour could emanate from 
the sewage works or cause an odour, and 


(g) substance of such a kind or condition or in such quantity as 
to be capable of causing obstruction to the flow in the 
sewer or interfering with the proper operation of the Regional 
sewage system, and 


(h) radioactive materials except as may be permitted under the 
Atomic Energy Control Act, R.S.C, 1952, Chapter II, and 
amendments thereto and regulations thereto and regulations 
thereunder; and under any form of the Atomic Energy Control 
Act current at the date of question, and 


(i) hair from barber shops, hairdressing establishments, wig-makers' 
shops or other similar places, and 


(j) parts of human bodies from hospitals, medical schools, 
undertakers’ establishments or from any other places of any 
kind, and 


(k) any materials which cause excessive discoloration of 
wastewater. 


5. No person or Area Municipality shall discharge, cause or permit the 
discharge or deposit into or in; 


(i) 


(ii 


) 


land drainage works, Private drains, or connections to any sewer, 
sewer system or sewage works for the carrying away of domestic 
sewage or industrial wastes or both, that are capable of discharging 
sewage into any well, lake, rive, pond, spring, stream, reservoir, 
or other water or watercourse, or onto any shore or bank thereof, 
or onto any place from which the sewage may be discharged into 

or deposited in any water as watercourse, or 


any storm sewer or any sewer connected to a storm sewer, any 
of the following: j 


(2) any liquid which contains more than lOmg/l of fat, grease, 
or other matter that is solluble in ether, and 


(b) any matter of such a nature and in such concentration or 
quantity as may cause death or injury to any person, 
fish, animal or bird, or damage to any property, and 


aos 


(c) any matter containing suspended solids exceeding 
15 mg/l or which will not readily pass through a 6mm 
screen, and 


(a) any matter in which the five-day biochemical oxygen demand 
exceeds 15 mg/l, and 


(e) any coloured matter from which the colour is not capable of 
being removed, or from which the colour is not capable of 
being substantially dispersed by adding as little as four (4) 
parts of water without colour to one (1) part of the coloured 
matter, and 


(f) any matter containing any toxic or poisonous substance of 
such a nature and in a concentration or quantity which might 
constitute a hazard to persons, property or animals, or which 
might be dangerous to marine or vegetable life, and without 
limiting the generality of the foregoing, any of the following 
materials in greater concentration by weight as follows: 


Phenolic compounds . - .020 mg/l, and 
total cyanides as HCN - 0 
total cadmium as Cd - | 
total chromium as Cr - | 
total copper as Cu - | 
total nickel as Ni ~ | 
total zinc as Zn  - 3.0 mg/l, and 
total sulphides as HoS - | 
total lead as Pb - 
total iron as Fe ~ |7 
phosphates as P 
chlorides as Cl - 1500 mg/l, and 
sulphates as SO4 
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(g) any matter in which the median coliform count exceeds 
two thousand four hundred (2400) per hundred millilitres, and 


(h) garbage. 


No person shall discharge or allow the discharge of, directly or 


indirectly, into any sanitary sewer or into any combined sanitary 
and storm sewer, any 


(a) matter which contains more than 100 mgo/l.of fat, oil of 
grease of animal or vegetable origin, or more than 10 mo/l of 
oil or grease or tar of mineral origin, and 


(7) 


(F) 


(g) 


=) 


matter containing suspended solids exceeding +(350)' mg/l, and 


matter in which the five (5) day. biochemical oxygen demand 
exceeds (300) mg/l, ard 


matter containing any water added for the purpose of diluting 
wastes which would otherwise ex ceed applicable maximum 
concentrations, and 


matter containing any toxic or poisonous substance of such a 
nature and in a concentration or quantity that might interfere 
with or prejudice any sewage treatment Process, or which might 


constitute a danger to humans or other animals or impair the 
quality of the water in any lake or other body of water to which 
the effluent from the sewage treatment plant is discharged, 

and without restricting the generality of this sub-section, any 
of the following materials in greater concentration by weight 
than as follows: 


phenolic compounds = -o mg/l, and 
total cyanides as HCN - 4 m/l, and 
total sulfides as HS a 5 mg/l, and 
chromium as Cr - 8 mg/l, and 
copper as Cu ~ 5 mg/1,. and 
zine as Zn = 8- mg/l, and 
nickel as Ni -. 8 mg/l, and 
lead as Pb - 8 mg/l, and 
cadmium as Cd - 6 mg/l, and 
phosphates as P ~ lO mg/l, and 
chlorides as C! - [500 mg/l, and 
sulphates as SO, - 1500 mg/l, and 


garbage, but the Commissioner of Engineering may give his 
consent in writing which may be revoked at any time without 
notice, for the installation of a hydraulic garbage shredder 
in any premises wherever he is satisfied that the capacity of 
the main sewer and the flow in the same is such that there 

is no likelihood of any accumulation in the main sewer. 


wastes containing excessive amounts of dissolved solids. 


No person shal discharge or allow the discharge, either directly or 


14. 


(1) 


coy 
indirectly into any sanitary sewer or sanitary private drain, of 
(a) storm water, and 
(b) surface water, and 
(c) ground water, and 
(d) roof run-off, and 


(e) sub-surface drainage including weeping tiles, and 


(f) uncontaminated cooling water or unpolluted industrial process water, and 


(g) total quarter yearly sanitary sewage flows in excess of the 
total quarter yearly metered water consumption from the 
Regional Water Works System for the same period, except 
in the case of properties which are not connected to the 
Regional Water Works System and therefore have no metered 
water consumption. 


No person shall discharge or allow the discharge, either directly 


or indirectly, into any combined sewer in the City of Hamilton, of 
(a) any water from a private well, and 


(b) any water taken from Hamilton Harbour or a similar 
source, and 


(c) any water which, in the opinion of the Commissioner 
of Engineering, should not be discharged into a combined sewer. 


PRETREATMENT OF INDUSTRIAL WASTES 


An industrial wastewater pretreatment system or device may be 
required by the Commissioner of Engineering to treat industrial 

flows prior to discharge to a sewer when it is necessary to 

restrict or prevent the discharge to the sewer of certain objectionable 
waste characteristics or constituents, ti distribute more equally 

over a longer time period any peak discharges of industrial waste- 


-waters, or to accomplish any pretreatment result required by the 


Commissioner of Engineering. 


All such pretreatment facilities and installations must meet 
the requirements of the Commissioner of Engineering. 


15. 


(5) 


(1) 


(2) 


(6) 


(7) 


2053 


Plans, specifications and other pertinent information relating 
to proposed preliminary treatment facilities shall be submitted 
for approval to the Commissioner of Engineering. 


No construction of such facilities shall be commenced unti! 
the said approvals are obtained in writing. 


Preliminary treatment facilities shall be constructed, and 
maintained continuously in satisfactory and effective operation 
by the owner at his expense. 


WASTE TREATMENT UNDER PERMIT OF REGIONAL CORPORATION 
ESE EN EMATON 


No person shall be deemed to violate this by-law by dis- 
charging or permitting to be discharged, either directly 

or indirectly ina sanitary sewer or a combined sanitary 

and storm sewer, waste with characteristics or constituents 
higher than those stipulated in Section I3, if the person 
discharging is in possession of a current permit issued pursuant 
to Section 15 (2) and the quantities and strengths of wastes 
discharged are in accordance with the permit. 


The Commissioner of Engineering may grant permits to 
discharge or permit to be discharged wastes with strengths 
higher or volumes greater than those permitted by Section 13. 


- Every permit shall stipulate the quantities and qualities of the 


wastes permitted to be discharged. 


No permit shall be granted until the applicant has paid the 
basic fee as set out in Schedule "C", and submitted an appli- 
cation for a permit as set out in Schedule "H". 


Unless otherwise expressly stated on the face thereof or sooner 
revoked, every permit shall expire on December 31, two years 
following the date of issue. 


The Commissioner is authorized to take such steps as are necessary 
for the purpose of: 


(a) testing wastes, and 
(b) measuring wastes 


Any person required to have a permit under this by-law shal 
install and maintain suitable measuring devices approved 

by the Commissioner of Engineering in order to measure the 
sewage flows and all sewage shall be discharged through these 
measuring devices. 


ore 


Where, in the opinion of the Commissioner of Engineering, 

it is impractical to install and maintain suitable measuring 

devices in order to measure the sewage flow then the Commissioner 
of Engineering may permit the utilization of water consumption 
records or such other method as he deems appropriate as a 

basis of estimating the quantity of sewage flowing to the sewers. 


For the purposes of this by-law, the strength of wastes shall 

be deemed to be as determined by tests conducted by or 
authorized by the Commissioner of Engineering or in such other 
manner as the Commissioner of Engineering may approve. 


No statement contained in this by-law shall be construed 

as preventing any special agreement or contract between 

the Regional Corporation and any industrial concern whereby 

an industrial waste of unusual strength, character of constituents 
may be accepted by the Regional Corporation for treatment, 
subject to the terms of the said agreement or contract’. 


SAMPLING ANALYSTS AND MEASUREMENTS 


ld. 


(1) 


Periodic measurements of flow volumes, BOD, SS, and other 
constituents believed necessary by the Commissioner of 
Engineering shall be made by all industrial wastewater dis- 
charges, unless specifically relieved of such obligation by 
the Commissioner of Engineering. 


All measurements, tests and analyses of the characteristics 

of waters and wastewaters to which reference is made in Section 

13 shall be determined in accordance with "Standard Methods for the 
Examination of Water and Wastewater’, and shall be determined 

at the control manholes provided for in this by-law, or upon 
suitable samples taken at said control manholes. 


INSPECTION 


7. 


(1) 


The Commissioner of Engineering or other duly authorized employees 
of the Regional Corporation, bearing proper credentials and 
identification shall be permitted to enter all properties for the 
purpose of inspection, observation, measurement, sampling and 
testing in accordance with this by-law. 


While performing the necessary work on private properties, the 

inspector(s) shall observe all safety rules applicable to the premises 
established by the company, and the company shall be held harmless 

for injury or death to the Region's employees, and the Regional Corporation 
shall indemnify the company against loss or damage to its property 

by the Region's employees and against liability claims and demands 

for personal injury or property damage asserted against the company 

and growing out of the gauging and sampling operation except as such 

may be caused by negligence or failure of the company to maintain 

safe conditions as required by this by-law. 


18, . 
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REMOVAL OR DEMOLITION OF BUILDINGS 
enero nee 


When a building is removed or demolished tke owner is 
responsible that every private drain is exposed at the 
line of the highway and reasonable notice given to the 
Commissioner of Engineering and/or the Engineer of the 
appropriate Area Municipality, whichever is the case, so 
that it may be inspected and the owner | | 
(a) if the private drain meets the requirements 

of this By-Law and is in good condition, is 


responsible for the plugging of that private 
drain at the line of the highway, and 


(b) if the private drain does not meet the re- 
quirements of this By-Law and is not in good 
condition, is responsible 


(i) to disconnect that private drain at 
the main sewer, and 


(ii) for the proper pluaging of the junction 
of the main sewer, and 
all such work that is required to be done under 


=a 28 = 


_this paragraph is to be done by a contractor who 
is bonded in accordance with the terms of this 
By-Law, and 


(c) in respect of the roadways, curbs, sidewalks, sodding 
and other works disturbed during the removal or plug- 
ging of the private @rain, is responsible to reinstate 
same to a condition 


(i) that is at least equal to that existing 


before they were so disturbed, and 


(ii) that is acceptable to the Commissioner of 
Engineering or the Engineer for the appro- 


priate Area Municipality, whichever is the case. 


MISCELLANEOUS PROHIBITIONS 


Obstructing Watercourses 


19. (1) Ne person shall obstruct, allow the obstruction of or 
maintain any obstruction in any open or closed drainage 


facility or natural watercourse. 


(2) The Regional Corporation or the appropriate Area Munici- 
pality may by a Notice in Writing, require the owner of 
the lands or any other person, obstructing or allowing 
the obstruction of or maintaining the obstruction of any 
drain or watercourse, to do within a specified time all 
such work as the Regional Corporation or the appropriate 
Area Municipality, whichever is the case, determines is 
necessary to remove the obstruction as specified in the 


said notice. 


Damaging or Obstructing Sewer 


(3) No person shall do anything likely to damage or obstruct 


any part of the sewage works system of the Regional Corp- 


oration or of any Area Municipality. 


Tampering with Reqional Sewage System 


(4) No unauthorized person shall tamper with any part of 


the sewage works system or enter into any main sewer 


or other part of the sewage works system. 


apieys 


Connections to Sanitarv or Storm Sewers of the Negional Corsoration 


(5) No Area Municipality shall connect to the sanitary or 
storm sewers of the Regional Corporation without having 


obtained the prior approval of the Regional Corporation. 
Connections to the Storm Sewers of the Area Municipalities 


(6) The Regional Corporation shall not connect to the storm 
sewers of an Area Municipality without having obtained 
the prior approval of the Area Municipality. 


WHERE WORKS TO BE DONE BY COMMISSIONER OF ENGINEERING OR BY THE 
ENGINEER FOR AN AREA MUNICIPALITY 5 


20. Where ; 

(a) any condition exists that is in contravention of any of 
the. provisions of this By-law, or 

(b) any work is improperly done or not done in compliance with the 
provisions of this By-law, 

the Commissioner of Engineering and/or the Engineer for the 

appropriate Area Municipality, whichever is the case, may 

cause it to be done or properly done and the amount of the 

expense incurred in so doing it may be recovered by action or 

added to the collector's roll of the Area Municipality and 


' collected in the same manner as taxes are collected. 


SCHEDULES 
21. Schedules 'A' to 'H' form part of this By-law. 


PENALTY 


22. Every person found guilty of contravening any provision of this 


By-law shall be liable to a fine not more than One thousand dollars 


($1,000) exclusive of costs. 


(2) Each day on which any violation of Sections 13, 14 and 15 of 
Regional By-law 1-75 are continued, shall be deemed to be a 


separate and enforceable offence. 


SHORTSTLTES 
23. This By-law may be known and referred to as "The Regional Sewer and 


Drain By-law”. 


=—3 = 


REPEAL 


24. Regional By-laws Nos. 1-75, 49-75, 72-75, R77-35, R77-114, 
R79-78 are hereby repealed. 


EFFECTIVE DATE 


25. This By-law shall come into force and take effect with 
its passing. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 


ENACTED this 6th day of November DSS 
"Anne Jones" "Joan M. Gallipeau" 
CHAIRMAN CLERK 


SCHEDULE “A” 


(Referred to in Section 5 (1) 


THIS AGREEMENT made, in triplicate, this day of 


A.D. 19 ° 


BETWEEN: 
(hereinafter called the"Owner”) 


of the FIRST PART, 


THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH AND/OR THE CORPORATION OF cHE 
—— ee 


ee 


(hereinafter called the"Corporation") 


of the SECOND PART, 
SEE ee 


WHEREAS the Owner has represented that he is the owner of a 
certain parcel of land abutting on the side of 
and more particularly described in 
Schedule 1 hereto attached, and in which said highway there 
is no sanitary sewer orstorm sewer, and the said Owner has 
applied for permission to install private drains from yard 
sewers in the said parcel of land to the main sewers in 


, and 


WHEREAS the Corporation has granted such permission upon the 


terms and conditions hereinafter set forth. 


WHEREFORE THIS AGREEMENT WITNESSETH, that in consideration of the 
Corporation's issuance of a permit to install private drains 
from the yard sewers in the parcel of land more particularly 
described in Schedule 1 hereto, to the main sewer in 

, the Owner, for himself and his suc- 


cessors in title to the said parcel of land, covenants and agrees, e& 


(c) 


oe 

FOLOGY TO. ENE REGION clei 5 o-siore ao testers ei spss ses Vollars 

for the privilege to connect to a sanitary sewer. 

to forego any claim for damages from back water from the said 
sewer in 

not to petition against or oppose the construction of a main 
sewer in any highway upon which any part of the said parcel 
of land abuts, and the whole or part of the expense of in- 
stalling which main sewer is to be specially assessed against 
the said parcel, and that if his name or the name of any of 
his successors in title appear on any such petition the same 
may be disregarded in determining the number of owners 
petitioning against any such proposed work and in determining 


the value of the lands to be specially assesed. 


(d) to disconnect every yard sewer in the said parcel from the 


private drains to the sewers in 

when any main sewer of a kind to which such 
yard sewer is permitted by the said by-law to be connected, is 
laid in any highway immediately in front of or alongside the 
said parcel, and to connect such yard sewers to private drains 


to such new sewers. 


(e) that the covenants herein contained are binding upon the 


Owner and his successors in title and are covenants running 


with the land. 


IN WITNESS WHEREOF the parties hereto have set their hands and 


seals the day and year first above written. 


SIGNED, SEALED AND DELIVERED 
in the presence of: 


Ct ee ee ae tee ee ae oe ae te a ee ee 


(THE 


Oo 
| 


7 


td 
is 


hj 
7] 
; 


Address 


hy 
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"SCHEDULE 1” 


DESCRIPTION OF LANDS 


SCHEDULE "3B" 


APPLICATION FOR SEWERS AND DPAINS PERMIT . a 
‘ Referred to in Section 7 


t 

— OOOO 

Owner of oe ; 
-_-_e ee Lee 


On the Sidesotiss : ; 
pa Sie Bees oe Sl ee ee eee 


Between and 
LEE SE A anaes 
in the Municipality of 


hereby make application to connect with the Main Sewers of the 


Municipality on 
eeeeeeSSSsSFs 


and construct the following work: 


Number Size Description 
Sanitary Yard Sewer(s) @S $ 
Sanitary Private Drain(s) e$ $ 
Storm Water Yard Sewer(s) eS 3 | 
Storm Wat2r Private as $ 
Drain (s) 
Lateral Sanitary or Storm as $ 
Water Connection(s) toa 
Yard Sewer 
Catchbasins @s $ 


Basic Fee is $ 


Plans Yes No TOTAL PERMIT FEE $ 


Such Work is to be Constructed by 
Se er eh ne Dae ele oe 


Signature of Applicant 
a ee er Bn en Re 


Address 
—_——— 


Date 19 : 


’ 
a 


Approved No. al 


SGHEDULEa YC” 


SCHEDULE OF FEES FOR SEWER PERMITS 
(Referred to in Sections 7, 13 & [5) 


era ee Destesneeuroconvipermit veh ewe eck ons selec ce acco eee an $15.00 


(2) In addition to the basic fee described in sub-section (I) 
hereof the following fees are payable, 


(a) for a sanitary yard sewer and a sanitary private 
drain, or for either one individually..........eeeeees $ 4.00 


(b) for a storm water yard sewer and a storm water 
private drain, or for either one individually.......... $ 4.00 


(c) for a lateral connection to a yard sewer.......seeeees $ 3.00 


(d) for a catchbasin including connection to a storm 
WOTEF YO SEWEL. «ec ccseccecsseereoesssbossessos $ 3.00 


2. (I) Annual fee for a permit to discharge septic tank wastes 
ine lUdInG DOslerLe erste etn oa cca ea cuvaeieGd se sae $15.00 


(2) In addition to the fee described in sub-section (I) hereof 
the following fees are payable, 


*(a) for the discharge of septic tank or holding tank wastes, _ 
$2.50 for each 2500L, or part thereof, of the net 
capacity of the vehicle making such discharge, provided 
that in no case shall the fee for each load discharged 


be less than $5.00. 


* 


NOTE: The minimum charge per load of septic 
wastes and holding tank wastes is........ $5.00 


Books of tickets may be purchased at the 
same time as the annual permit. 


SCHEDULE "D" 


APPLICATION FOR ANNUA.. °ERMIT TO DISCHARGE SEPTIC TANK WASTES 
OR 4. LDING TANK WASTES 


(Referred to in Sections T3e(ny) vand 12. (2) 
1. Name of Applicant 
=. ee a hOOress a ap te oe 
2. Location of proposed discharge Sewage Treatment Plant. 


3. Approximately annual quantity litres. 


4. Nature and volume of material to be dumped (holding tank only). 


5. Signature of Applicant 


Date . 7 19 a 


SS LS 


6. Date of expiry of permit yk) 5 


7. Fee Annual Fee $ 
Tickets $ 


TOTAL FEE $ 


Approved . No. 


SS TT ee 


SGHEDULE TE. 


LOCATION, ETC., FOR DISCHARGE OF SEPTIC TANK 
: WASTES AND HOLDING TANK WASTES 


(Referred to in Sections 13 (I) and 13 (2)) 
Location Time 


. Woodward Avenue Sewage Treatment Plant 
700 Woodward Avenue 


Flom ltons, Ontario ives asn arse cbs aurea ae wis 6:00'a.m. fo 7:00 5.m. 


King Street Sewage Treatment Plant 
Dundas, Ontario 


aaeh ratiia ate) oe! Sle tainie wwie.le' 96a elaias 8:00 a.m. to 6:00 p.m. 
(Monday to Friday except 
Statutory Holidays) 


3. Waterdown Sewage Treatment Plant 
Waterdown, Ontario’: 2.5% 2 64 3.0 wewasieesewes 8:00 a.m. to 5:00 p.m. 


(by arrangement with 
the operator) 


SCHEDULE "F* 


PROTECTION OF OPEN FND OF YARD SFWER eee 
Referred to in Section 9 (9) = 


oe 


STOPPER & CONCRETE PLUG 


= 


CRUSHED STONE 
STOPPER & CONCRETE PLUG 


de 


De? 


FOOTING 


Pa Gee eos 
MLL se Bn DANG 


STORM WATER YARD 
SEWER 


SANITARY YARD SEWER | ¥ 


YARD SEWER] BUILOING DRAIN | 


—— = — varies 
150mm MINIMUM DRAIN 


50mm MINIMUM 


CRUSHED 
STONE 


iL). 


Schedule "H" 


APPLICATION FOR PERMIT TO DISCHARGE 


OPM CHOSHEO ERM nis Dm UNmoCRel LON ls 
(Referred to in Section 15 (4) ) 


DO MATE OW SmenN ea ex, 


Name of Applicant 


(Company, Corroration, Owner) 


(Address) 


Company officer responsible for effective control 


(Name) (Telephone No.) 


Location of Industry 
(Number, Street, Municipality) 


Type of Industry 


Number of employees: Office~ Production ~ 
Effluent: Maximum BOD (mg/1) (BOD) 
. Maximum SS (mg/1) (SS) 


Total Quarter yearly 
quantity of sanitary 
sewage in thousand m3 (Q) 


Have effluent strengths and flows given in (6) above been confirmed by 
Regional staff Yes No 


Method of measurement of sewage flows 


Has Commissioner of Engineering approved method of measurement of 
sewage flows? Yes No 


Water supply: Total quarter yearly water consumption from Regional 
system in thousand m3 (covering the same period as the 
Sanitary sewage flows noted in (6) above) 


Qw 


Gy Abigt 
ar 


— 


Total quarter yearly consumption from other source 
thousand m3 (covering the same period as the sani 
sewage flows noted in (6) above 


16% 


continued....... 


ua Be 


iz. 


ore 


14. 


Source of water if other than Regional water system 


Has a program for pretreatment or reduction of wastes been 
initiated (if so give details) 


Basic permit fee $ 


Expiry date of permit (Two 
years from date of issue unless 
otherwise noted) Date 


Signature of Applicant Date 


Approved No. 


Bue 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTY 


BY-LAW NO. R79-195 


To Amend Regional Sewer Works By-Law No. 279-172 


nes That Section 7, Sub=-Section 3(a) be daleted and the 
following substituted therefore: 


"an indemnity bond, issued by a surety company 
licansed to carry on business in Ontario, in 

a form acceptable to the Regional Treasurer 

and the Regional Solicitor and/or the Solicitor 
for the appropriate Araa Municipality for the 

sum of $5,000.00 and which is to guarantee payment 
to the Regional Corporation or “he appropriata 
Araa Municioality of the cost to it of all works 
and repairs carried out sy it, as a consequanca 
of that person's performanca of the work, during 
each year and for a period of two (2) years aftar 
completion of the work, and” 


Phe Schedula I attached to this Sy-Law is included in and shall 
be considered part of this 3y-Law. 


3. In all other respects the contents of Regional By-Law No. 
R-79-172 are hereby confirmed unchanged. 


4. This 3y~Law shall come into forca and take effact on the 
date of its passing and enactmant. 


READ a FIRST, SECOND and THIRD TIME and finally 
PASSED AND ENACTED IN Open Council this 18th day of 


December 197 9. 


No. 


PERFORMANCE 30ND 


SNOW ALL MEN SY TaESE PRESENTS chac ve 
(herainafcac called che ?rincisal) and 
(hareinatcec called che Surary) are 
joimely amd severally held and firmly bound uwmmco The Zegional “emicisalisy 
of Hamilcon=wencworth in che full amounc of Five Thousand Callars ($5,000.) 
of lawtul aoney of Canada, for which paymenc wall and ¢ruly co be sade, 
wa bind ourselves aad each of us, and our respective heirs, exscucors, 


succassots, adminiscracors and assigns, firmly >y chese presencs. 


SEALED wich our Seal anc dacead chis day of 


WHEREAS pursuant co 3ym~Llaw No. 279-172 resvecting <ommon sewers 
and drains, and 3y-law No. 279-171 vespecting tha suoply of water, Soth of 
che Council of The Ragional “Mimicipalicy of Samilton=“encworth, ic is eo) 
provided chac ao person shall perform any such vorks oa any screec, lane, - ) 
read of public place in che Segicaal Municipalicy, unless cuchorized in . 


writing co do so by che Commissioner of inginearing and uncil he shall fur- 
mish co che said Commissioner a securicy co cha sacisfaction of she said 


Commissioner and the dagional Soliszitor, dnd, 


WHESEAS che above aamed 2rincisal has cade applicacion co che 
said Commissztoner for a Licance ¢o cons¢ruct common sawers and drains in 


che Regional ‘imicipalicy, 


NOW THEREFORE che condition of ehis obligacion is such chac 
if che above aamed ?rincipal shall perform during che year, che work for 
which a permic was issued pursuanc co che said 3y~law, and during che said 
year and for cwency-four (24) acachs aftar complacion of che said work, he 


shall: 


FIRSTLY: Indemnity and save haraless The Regional 
Municipalicy of tlamitleon=Weneworsh agaiasce 
all damages, claims, aceions, coscs and 
axpense wmich che Ragional Municisalicy 
may tmcur or be required 59 Jay, or Ca 
pay, by ceason of any claim far damages 
or injury caused or alleged co be caused 
by che negligence of che ?rincizal ar ais 
ageancs or corkman, or by che nagligenc coa= 
$csuction or scor vorkmansaip or sacarial 
of any permitted work, or dy she Lack of 
repair during che saincenance jeriod asove 
manctoned, and 


to The Regional Municipality oF 
Hamilton-wentworcn the cose of all works, 
repairs executed and carried out Sy the 

Regional Municipality during the year in 


SECONDLY: shall pay 


whicn the permit ~as issued for such work, 
and for the maiatenance period oF twenty- 
Zour (24) months therearzer, aot to exceed 


Five Thousand Collars ($5,000.) mada necessary 
resulting ssom tne construction, or excava= 


she Licance or permit 


tion performed under 
chen this obligation 


authorising the work, 


shall be void, Dut otherwise it shall 5e and 


remain in full force 
che foregoing, it is understood and agreed 
chat the Liability of she Surety hereunder 
be Limited to she amount stated herein and 
not be cumulative from year to year during 
existance of this bond. 


¢ 


PROVIDED, however, <nis Zond aay be cerninated by the 


and Surety on their giving sixty 160) days aotice 
Municipality of their intention to terminate 
future work by che Principal is concerned, 
of suca 


for any work perrormed during the permit year up to the date 


and thereafter for a maintenance period or two (2) years 


terminated work. 


IN WITNESS “HEREOF tue Principal has hersunto set his 


seal and the said Surety has caused these aresents °° be sealed «ith 


corporate seal, duly attested by the signature or its proper ore.cer 


in that deoalS on the day oF 1g 


and erfect, not withstanding 


shall 
shall 
the 


in «riting to The Regional —_— — 
this Agreement insofar as any 


orovided tiey remain liable, however, 


termination 


respecting such 


hand and 
iss 


authorized 


THIS SOND EXPIRES December 3lst in the year in-which it is 


issued. 


SIGNED, SEALED AND DELIVERED ) 


in the Presence of ) 


) PRINCIPAL 


Bases: 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTHY 
SENT WORT 


BY=LAW NO. R80-032 


BEING A BY-LAW TO PROHIBIT THE DISCHARGE 

~ OF SEPTIC AND HOLDING TANK WASTES AT THE 
DUNDAS AND FLAMBOROUGH (WATERDOWN) SEWAGE 
TREATMENT PLANTS. 


WHEREAS septic tank sludge and holding tank wastes 
being discharged into certain of the Sewage Treatment Plants of the 
Region result in shock loading causing severe upset in the treatment 
process, lessening the quality of the effluent and giving rise to 
complaints of noxious odours. 


NOW THEREFORE the Council of The Regional Municipality 
of Hamilton-Wentworth enacts as follows:- 


ive Items Nos. 2 and 3 as shown on Schedule "A" attached 
hereto, and the reference of location and time for 
these items as set out on Schedule "E" to Regional 
By-law R79-172. are hereby repealed. 


» 2 Schedule "A" attached hereto is part of this By- 
law. 

f 

Se 3. This By-law comes into force and takes effect 


on the date of its passing and enactment. 


READ A FIRST, SECOND AND THIRD TIME IN OPEN COUNCIL AND PASSED AND ENACTED 


this Sth .day of February 1980. 


TO. BY-LAW NO. R79-172 


FOR DISCHARGE 


Of Seo Rie (TANK 
WASTES 
atric ee n2)))) 


ECCATLION, 
AND KOLDING TANK 
(RehearredumtononesectnoOnsi es dl) 


Woodward Avenue Sewage Treatment Plant 
700 Woodward Avenue 
Hamilton, 


cecer cee ee ee ere eae eee ees eee eee 


King Street Sewage Treatment Plant 
Dundas, Ontario 


escoeoeoeenevoeeeeneeneseeeeaees ee eee ee 


Waterdown Sewage Treatment Plant 
Waterdown, Ontario 


ore eo see eee eee ee eee e ee eee se 


Time 


6500 a.m. to 9:00 p.m. 


8:00 a.m. £o 6:00 jeouele 
(Monday to Friday except 
Statutory Holidays) 


8:00 Eloivls ele) S)a{00) felninl 
(by arrangement with 
the operator) 


-- 


SL Ne) tel 


THE 2SCIONAL MUNICIPALITY OF SAMILTON-sENTVORTS 
37-taw yo. R80-075 


3eing a 3y-law co amend Ragional 3y—iaw 279-172 
T2specting <ne cagulacion 2¢ che use of dupiic 
and dtivaca 3ewers and iraing io che iegionai 
Ataa. 


WHEREAS if 15 advisabdie <5 amend che charges  v2so0ecciag 
orivace drains in che Regional Area as Jrovided in Agrsemanc3a Jecvaen 
che owners oc ocivace Lands and he Rayion; 


NOW THEREFORE che Council of The Regional “uncisalicy of 
damilcon-Wencevorcth enaccs as tollows: 

Ie Thac garagraph (5) of subsection L of saceion j of 
Regional 3y-law a79-i172 is nereoy zeoealad and the 
tollowinag subscicucad cherefor: 

a 
"(b) upon che axecucica and s2giscracion on cicla of 
an Agreemenc in che Coca 3ec forth ia scaedulea 
"x", amd che owner of che iand is to 2ay <0 che 
Ragion 


(i) Sie aumdred dollars, (5600.00) wnera one 


saver is co 5e conneccad. 
ce) (ii) Nise aumdred dollars, ($900.00) wnere a 


Sanicary amd scorm sewer is <9 be conneccad.” 
\ 2. This 3y-law is co come inco force and cake aclecc on che 
dace of 1¢s sassiag and anacmmenc. 


READ A FTRST, SECOND AND TdIRD TOME aND <sINALLZ 245ScD 


AND ENACTED this J] st <ay oc April , 1980. 
) 
= = 
i, i Se 
Cuairaan Li Clerk 


Biil No. 96 


eo ’ THE ReGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R80-096 


BEING A BY-LAW TO AMEND REGIONAL BY-LAW R79-172 
RESPECTING THE USE OF PUBLIC AND PRIVATE SEWERS 
AND DRAINS. 


WHEREAS it is advisable to have Regional By-law R79-172 
applied to Regional storm sewers outside the City of Hamilton, but 
under Regional roads; 


NOW THEREFORE the Council of The Regional Municipality 
of Hamilton-Wentworth enacts as follows: 


nie That Section 2. (2)(a) of Regional By-law R79-172 is 
hereby repealed and the following substituted therefor: 


"(a) Storm sewers are applicable to the Area Municipality = 
of the City of Hamilton, and to storm sewers outside 
the City of Hamilton but within the Regional Area 
and under Regional roads, and" 


&) Pap Section 7. of Regional By-law R79-172 is amended by adding 
thereto the following: 


"(3a) The permits required under subsections (1) and (2) 
of this Section shall not be issued for a storn, 
water drain outside the City of Hamilton, where, in 
the opinion of the Commissioner of Engineering, the 
storm sewer under the Regional road in respect of 
which the permit has been applied for, has inadequate 
capacity to permit the additional connection." 


oe : This By-law shall come into force and take effect on the day 
of its passing and enactment. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 


ENACTED this 17thday of June, 1980. 


oan 

| SD 

oes ee Se SS Se ae ; 

vA yy, Clerk geet 


Bal Now 508 


THE REGIONAL MUNICIPALITY OF HANILTON-WENTWORTH 


By-Law No. R83-036 


To Anlend the Regional Sewer and Drain By-law #R79-172. 


The Council of The Regional Municipality of Hamilton-Wentworth enacts as 
follows: 


Us That the following be added to By-law R79-172: 
"6.(2)(A) 


Notwithstanding the provisions of sub-section (2) of this 
section, where the land is used for single family 
residential purposes, two premises may be connected to one 
existing private drain with the approval of Regional 
Council. The owner of the premises to be connected to the 
existing private drain must maintain, operate and 
reconstruct the existing private drain, and the yard sewer 
on the owner's lands, at his own cost, and must execute a 
Common Private Drain Agreement with the Region to be 
registered on title 


and the By-law submitted herewith be introduced and approved. 


2: In all other respects the contents of Regional By-law R79-172 
are hereby confirmed unchanged. 


READ A FIRST, SECOND and THIRD TIME and FINALLY PASSED and ENACTED 


/ 


this _ 5th day of April 196. 


rman 


Bill No. 680 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


By-Law No. R84-065 
To Amend the Regional Sewer and Drain By-Law No. R79-172 


The Council of the Regional Municipality of Hamilton-Wentworth > 
enacts as follows: 


oa That the following be added to By-Law R79-172: 
mide (3) 


Notwithstanding subsection (1) of this section, 
where the Commissioner of Engineering or the ap- 
propriate Area Municipality is satisfied that the 
private drain is blocked by roots originating 

from trees located in boulevards situated in the 
centre of a Regional Road, the Regional Corporation 
and/or the Area Municipality, which ever is the 
case, may pay the expense incurred by the owner in 
the removal of the roots in the private drain.” 


Ze In all other respects the contents of Regional By-Law 
R79-172 are hereby confirmed, unchanged. 


READ A FIRST, SECOND and THIRD TIME and FINALLY PASSED and 


ENACTED this 19th day of June 1984, 


lerk | 


Bill No. 681 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


a9 . BY-LAW NO. R84-066 


BEING A BY-LAW TO AMEND SCHEDULE "'C" OF BY-LAW 


NO. R79-172 - THE REGIONAL SANITARY SEWER AND 
PRIVATE DRAIN BY-LAW 


WHEREAS Regional Council did approve Item 6 of Finance Report 7-84 at 


its meeting on May 15, 1984 and did hereby authorize that Schedule "Cc" 
be amended. 


NOW, THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


Ly That Schedule "'C'' to Regional By-law R79-172 is hereby repealed 
and that Schedule "C'' attached to this By-law be substituted 
therefor. 

2 


In all other respects, the contents of Regional By-law R79-172 
are hereby confirmed unchanged. 


READ a First, Second and Third time and Finally Passed and Enacted 


this 19th day of June , 1984, 


(1) 
(2) 


(1) 


(2) 


SCHEDULE "'c" 
SCHEDULE OF FEES FOR SEWER PERMITS 
a et eehhnt d SAL  ) 


(Referred to in Sections 7, 13 and 15) 


Basic ‘feefor any parmity:. (7.08. eee eee oe oe ee 


In addition to the basic fee described in subsection 
(1), hereof, the following fees are payable: 


a) 


b) 


c) 


d) 


for a sanitary yard sewer and a Sanitary private 
drain, or for either one individually ¢2..-.. 4 


for a storm water yard sewer and a storm water 
private drain, or for either one individually ... 


for a lateral connection to a yard sewer ........ 


for a catchbasin, including connection to a 
SCOTMiWaler Vard Sever: ocala ee ee 


Annual fee for a permit to discharge septic tank 
wastes (including basic fee) J. ¢c.:245150.2.50...5.,. 


In addition to the fee described in subsection Cl): 
hereof, the following fees are payable: 


* a) 


for the discharge of septic tank or holding 
tank wastes, $3.50 for each 2500L, or part 
thereof, of the net Capacity of the vehicle 
making such discharge, provided that in no 
case shall the fee for each load discharged 
be less than $10.00. 


* Note: The minimum charge per load of septic wastes 


and holding tank wastes is ........... ee 


Books of tickets may be purchased at the 
Same time as the annual permit. 


Actual 
Cost 


$25.00 - 


$3.50/2500L 


Bill No. 685 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


By-Law No. R84-070 


Being a By-law to amend Regional Sewer By-law 
R79-172. 


ThE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


ENACTS AS FOLLOWS: 


1. 


That Section 1 of Regional By-law R79-172 be amended by adding thereto the 
following: 


(11) “joined sanitary-foundation drain sewer" - means a sewer for the 
collection and transmission of domestic wastes and groundwater 
from a foundation drain. 


(mm) “joined sanitary-weeping tile yard sewer" - means a yard sewer 
to carry domestic sanitary sewage and groundwater’ from 
foundation drains. 


(nn) “joined sanitary-weeping tile private drain" - means a private 
drain to carry sanitary sewage and groundwater from a foundation 
drain. 

(00) "foundation drain" - means a perforated groundwater collection 


system located at the footing of a building and designed for the 
purpose of protecting the building. 


That Section 6(1) of Regional By-law R79-172 be amended by adding thereto 
the following: 


(c) No person shall install a joined sanitary sewer-weeping tile 
yard sewer or joined sanitary-weeping tile private drain. 


That Section 6 of Regional By-law R/9-172 be amended by adding the 
following subsection: 


(9) Notwithstanding subsection 6(1), a person may repair an existing 
yard sewer or private drain or both. 


That the first paragraph of Section 13(6) of Regional By-law R79-172 be 
repealed and the following substituted therefor: 


"(6) No person shall discharge or allow the discharge of, directly or 
indirectly, into any sanitary sewer or into any combined sewer, 
or into any joined sanitary-foundation drain sewer, any" 


meee 


That Section 13 of Regional By-law R79-172 be amended by adcing 
thereto the following subsections: 


"(9) No person shall discharge or allow the discharge, either directly or 
indirectly, into any joined sanitary-foundation drain sewer, of 


(a) storm water, 

(b) surface water, 

(c) groundwater, and 

(d) roof run-off, and 

(e) sub-surface drainage except foundation drains for single and two 
family residential buildings, 

(f) uncontaminated cooling water or unpolluted industrial process 
water, and 

(g) total quarter yearly sanitary sewage flows in excess of the 
total quarter yearly metered water consumption from the Regional 
Water Works System for the same period, except in the case of 
properties which are not connected to the Regional Water Works 
System and have no metered water consumption." 


(10) The sewers described in section 2 of By-law No. are hereby 
designated a combined sanitary-foundation drain sewer within the 

land area described on Schedule "A" to the said By-law No. 
and being located in the Area Municipality of the Town of Dundas. 


In all other respects all the provisions of Regional By-law R79-172 are 


' hereby confirmed unchanged. 


This By-law shall come into force and take effect upon its passing and 
enactment. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
» 1984, 


SCHEDULE ~A™ 


COMMENCING in the Area Municipality of the Town of Dundas at the intersection 
of Old Ancaster Road and the Toronto, Hamilton & Buffalo Railway Right-of-way, 


THENCE southerly along Old Ancaster Road to the Town of Dundas boundary limits, 


THENCE westerly and northerly along the Town of Dundas boundary limits to the 
Toronto, Hamilton & Buffalo Railway Right-of-way, 


THENCE easterly along the Toronto, Hamilton & Buffalo Railway Right-of-way to 
the point of commencement. 


Bill No. 782 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R85-013 


Being a By-law to repeal Schedule "C" of By-law No. R79-172 
being a By-law to regulate the use of public and private 
Sewers and drains, the installation and connection of building 
sewers and drains and the discharge of water and wastes into 
the sanitary sewage systems of the Regional Municipality of 
Hamilton-Wentworth and to apply the International standard 
units of measurement to this By-law. 


WHEREAS Regional Council did approve Item 7 of Finance Committee 
Report 3 85; ; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1. That the rates being charged for the disposal of over- 


Strength sewage be increased by 4%, effective January 1, 


1985. 


2. That Schedule "C" to By-law No. R79-172 is hereby repealed 


and the attached Schedule substituted therefor. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED 
this 29th day of February » 1985. 


* NOTE: 


SCHEDULE "C" 
SCHEDULE OF FEES FOR SEWER PERMITS 
(Referred to in Sections 7,13 & 15) 
Basic Fee for any permit...... Blexsietatsletors weinic.amienies Ais ae § 26.00 


In addition to the basic fee described in 
sub-section (1) hereof, the following fees 
are payable, 


(a) for a sanitary yard sewer and a Sanitary 
private drain, or for either one individually...$ €.00 | 


(b) for a storm water yard sewer and a storm 
water private drain, or for either one 
GVA CUBN LV cies ote Oe te set oats is ease as Fae ok £ 6.00 


(c) for a lateral connection to a yard sewer........ $7 PE 00 


(d) for a catchbasin including connection to a storm 
WETOTVOrG SOWOY ees nc ony Sea erases eh ere: $ €.00 


Annual fee for a permit to discharge septic tank 
WASTES HANCIUdING DaSIC TEC) sos. osc22 ceeds ocak cca ccd $ 25.00 


In addition to the fee described in sub-section (1) 
hereof, the following fees are payable, 


(a) for the discharae of septic tank or holdino tank 
' wastes, $4.00 for each 250(L, or part thereof, of 
the net capacity of the vehicle makino such 
discharge, provided that in no case shall the fee 
for each load discharged be less than $12.00. 


The minimum charae per load of septic wastes and 
holding tank Wastes; 1$ic26 5.45 ose cs c $12.C0 


Books of tickets may be purchased at the same 
time as the annual permit. 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO, 85-055 


To amend "The Regional Sewer and Drain By-law. “ 


WHEREAS By-law R79-172 regulates the construction and maintenance of Sewers 
and Drains. 


WHEREAS the Region considers it desirable to amend the regulations pertaining 
to industrial private drains and yard sewers. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


re That a new subsection 6(9) be added to By-law R79-172: 


"6(9) Notwithstanding subsection 6 of this section, where a 
lot is divided into two separate lots, the existing yard sewers 
and private drain services may be used by both lots provided 
that: 


(a) both lots are used for industrial or commercial purposes, 
and : 

(b) the lot was serviced with sewers before January in 9/5. 
and 


(c) the owners of the lots enter into an industrial joint 
Sewer agreement with the Region and register the agreement 
on title against the subject lots." 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED 
THIS 18th day June 


Bill No. 936 
THE REGIONAL MUNICIPALITY 


OF 


HAMILTON-WENTWORTH 


By-Law No. R 86-026 


A By-law to amend By-Law R79-172, 


the 
Regional Sewer and Drain By-law. 


WHEREAS Council adopted Section 20 of the 13-85 Report 


of the Engineering Services Committee on September 17, 1985. 
NOW, therefore, the Council of the Regional 


Municipality 
of Hamilton-Wentworth enacts as follows: 


Tee Se citation (s)) 


of By-Law R79-172 be amended by adding 
works “for private drain" 


rye 


after the words “to be issued" 
in the first sentence of the section. 


READ A FIRST, SECOND AND 


ENACTED THIS 18th 


THIRD TIME AND FINALLY 


PASSED AND 
gay of FPebruary, 1986. 


EU My sete orne) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


2 BY-LAW NO.R89-019 


Being a By-law to amend By-law No. R79-172 
being a By-law to regulate the use of public and private 
sewers and drains, the installation and connection of building 
sewers and drains and the discharge of water and wastes into 
the sanitary sewage systems of the Regional Municipality of 
Hamilton-Wentworth and to apply the International SRE Te) 
units of measurement to this By-law. 


WHEREAS Regional Council did approve Item #1 of Report No. 2-89 of Finance and 
Personnel Committee, on February 7, 1989. 


NOW THEREFORE, the Council of The Regional Municipality of Hamilton—Wentworth 
enacts as follows: 


ab That the rates being charged for the disposal of 
overstrength sewage be increased by 4%, effective 
January 1, 1989. 


2: That in all other respects the contents of Regional By-law 
R79-172 are hereby confirmed unchanged. 


ee READ A FIRST, SECOND AND THIRD TIME AND. FINALLY PASSED AND ENACTED 


this /th day of February 1989 


Chairman 


Approved 
as to form 
l 


Regional | 
Solicitor 


BILL NO. 1462 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R89-049 : 


BEING A BY-LAW TO REPEAL _. 
CERTAIN SECTIONS AND SCHEDULES OF - 
BY-LAW NO. R79-172, AS AMENDED, AND TO REGULATE THE 
DISCHARGE OF WATER AND WASTES INTO THE 
SANITARY, COMBINED, AND STORM SEWER SYSTEMS CF THE 
REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


Section 1 
Section 2 
Section 3 


Section 4 


Section 5 
Section 6 
Section 7 
Section 8 
Section 9 
Section 10 
section 11 
Section 12 
section 13 
Section 14 
section 15 


Schedule A 


Schedule B 


Schedule C 


Schedule D 


Schedule E 


TABLE OF CONTENTS 


Definitions 
Application of By-law 
Administration and Enforcement 


Discharges to Sanitary Sewers 
Discharges to Combined Sewers 


Discharges to Storm Sewers 
Reports 

Agreements 
Compliance Program 
Sampling and Analysis 
Spills 

General 

Offences 

Short Title 

Repeal 

Effective Date 


Joined Sanitary-Foundation Drain 
Sewer Lands ; 


Application for Annual Permit 
to Discharge Hauled Sewage or 
Holding Tank Wastes 


Location, etc., for Discharce 
of Hauled Sewage and Holding 
Tank Wastes 


Schedule of Fees 


Best Management Practices (BMP) Plan 


Page 


20 


28 


Schedule F 
Schedule F1 


Schedule G 


Schedule H 
Schedule | 


Schedule J 


Indusirial Sectors 
Waste Survey Report 


Overstrength Discharge Agreement 
Form 
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WHEREAS it is. provided by Section 97 of The Regional Municipality of Hamilton- 
Wentworth Act, R.S.O. 1980, Chapter 437, as amended: 


(a) that the Regional Municipality has on and after January 1, 1975, the sole 
responsibility: 


(i) for the collection and disposal of all sewage in the Regional Area, 
and 


(ii) for the establishment, construction, maintenance, operation and 
financing of the collection and disposal of such sewage, 


except as provided for in sub-section (12) of Section 97 of The Regional 
Municipality of Hamilton-Wentworth Act, and 


(b) that all of the provisions of any general or special Act relating to the 
collection and disposal of sewage and the financing thereof by a 
municipal corporation apply mutatis mutandis to the Regional 
Municipality, and 


WHEREAS pursuant to sub-section (13) of Section 97 of The Regional 
Municipality af Hamilton-Wentworth Act, the Regional Municipality may undertake, by 
By-law, the responsibility for storm sewers within any Area Municipality, and . 


WHEREAS the Regional Municipality by the enactment of By-law No. 9-73 
asssumed responsibility for all storm sewers within the City of Hamilton, and 


WHEREAS pursuant to paragraph 147 of sub-section (1) of Section 210 of The 
Municipal Act, R.S.O. 1980, Chapter 302, as amended, which is made applicable to 
the Regional Municipality by virtue of sub-section (1) of Section 97 of The Regional 
Municipality of Hamilton-Wentworth Act, the Regional Municipality is empowered to 
prohibit, regulate and inspect the discharge of any gaseous, liquid or solid matter into 
land drainage works, private branch drains and connections to any sewer, sewer 
system or sewage works for the carrying away of domestic sewage or industrial 
wastes, or both, whether connected to a treatment works or not, and 


WHEREAS pursuant to paragraph 77 of sub-section (1) of Section 210 of The 
Municipal Act, the Regional Municipality may pass By-laws for making any other 
regulations for sewage or drainage that may be considered necessary for sanitary 
purposes, and 


WHEREAS Part XIX of The Municipal Act applies with necessary modifications 
to the Regional Municipality by virtue of Section 133 of The Regional Municipality of 
Hamilton-Wentworth Act. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


SECTION 1 


DEFINITIONS 


cle In this By-law: 


(a) 


"acute hazardous waste chemical" means a material which is an acute 
hazardous waste chemical within the meaning of Ontario Regulation 
309 made under the Environmental Protection Act, R.S.O. 1980, 
Chapter 141 as amended; 


"Area Municipality" means any one or all of the following: 


(i) The Corporation of the City of Hamilton; 

(ii) The Corporation of the Town of Dundas; 

(iil) The Corporation of the City of Stoney Creek; 
(iv) The Corporation of the Town of Ancaster; 

(v) _ The Corporation of the Township of Glanbrook; 
(vi) The Corporation of the Town of Flamborough; 


as constituted by Section 2 of The Regional Municipality of Hamiiton- 
Wentworth Act; 


“authorized representative of the owner or operator" means: 


(i) A principal executive officer of at least the level of vice 
president, if the owner or operator is a corporation; or 

(ii) A general partner or proprietor if the owner or operator is a 
partnership or proprietorship, respectively; or 

(iii) A duly authorized representative of the individual designated 


above if such representative is responsible for the overall 
operation of the facilities from which the sewage discharge 
Originates; 


(d) 


(e) 


(i) 
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“biochemical oxygen demand" means carbonaceous oxygen demand 
(biochemical) as determined by Method 507 in Standard Methods 
when an inhibiting chemical has been added to prevent ammonia 
oxidation; 


“plowdown" means the discharge of recirculating noncontact cooling 

water for the purpose of discharging materials contained in the water, 
the further build-up of which would cause concentrations in amounts 

exceeding limits established by best engineering practices; 


"combined sewer" means a sewer intended to function simultaneously 
as a storm sewer and a sanitary sewer; 


“commercial waste chemical" means a material which is a commercial 
waste chemical within the meaning of Ontario Regulation 309 made 
under the Environmental Protection Act (Ontario); 


“Commissioner of Engineering" means the Commissioner of 
Engineering for the Regional Municipality or the person duly 
authorized to act in his stead; 


."Commissioner of Finance" means the Commissioner of Finance for 


the Regional Municipality or such person as is duly authorized to act 


in his stead; 


(i) 


(k) 


(I) 


(m) 


“composite sample" means a sample which is composed of a series of 
grab samples taken at intervals during the sampling period; 


"cyanide (total)" means cyanide as determined by Methods 412B plus 
one of Method 412C or 412D in Standard Methods; 


“de minimis dose" means a dose of radiation to an individual of .05 
millisieverts per year; 


"de minimis waste" means any waste radioactive material that will not 
result in a dose of radiation exceeding the de minimis dose regardless 
of the quantity of the material or how it is used or managed; 


“flow proportional composite sampling" means sampling with a piece 
of equipment that is capable of operating continuously and 
automatically adjusting, at time intervals not exceeding thirty minutes, 
either the volume of effluent sub-samples or the time interval between 
the collection of sub-samples, to the rate of flow in the effluent stream; 


NG 


(0) 


(r) 


_(S) 


"fuels" includes (i) any ignitable liquid intended for use as a fuel with a 
flash point less than 61 degrees Celsius as determined by one of the 
methods in Ontario Regulation 309 made under the Environmental 


Protection Act, R.S.O. 1980, Chapter 141 as amended, and (ii) 


gasoline, naphtha, diesel fuel or fuel oil; 


“grab sample" is an aliquot of the flow being sampled taken at one 
Particular time and place; 


“hauled sewage" means waste removed from a cesspool, a septic 
tank system, a privy vault or privy pit, a chemical toilet, a portable 
toilet, a sewage holding tank or any other sewage system of a type 
regulated under Part VII of the Environmental Protection Act, R.S.O. 
1980, Chapter 141 as amended; 


“Nazardous industrial waste" means a material which is a hazardous 
industrial waste within the meaning of Ontario Regulation 309 made 


under the Environmental Protection Act, R.S.O. 1980, Chapter 141 as 
amended; 


“hazardous waste chemical" means a material which is a hazardous 
waste chemical within the meaning of Ontario Regulation 309 made 
under the Environmental Protection Act, R.S.O. 1980, Chapter 141 as 
amended; 


‘ignitable waste" means a material which is an ignitable waste within 
the meaning of Ontario Regulation 309 made under the Environmental 


Protection Act, R.S.O. 1980, Chapter 141 as amended: 


“industrial” shall mean of or pertaining to industry, manufacturing, 
commerce, trade, business, or institutions as distinguished from 
domestic or residential; 


‘industrial process area" means any industrial building, property or 
land area which during manufacturing, processing or storage comes 
into direct contact with any raw material, intermediate product, finished 
product, byproduct, or waste product; 


‘industrial wastes" means all water carried wastes and wastewaters of 

the Regional Area excluding domestic wastewater and 

uncontaminated water, and shall include all wastewater from any 

producing, manufacturing; processing, institutional, commercial, 

agricultural or other operation where the wastewater discharged 

includes significant quantities of wastes of non-human origin; & 


&) 


(ee) 


(ff) 


(Ah) 


(i! 


‘joined sanitary-foundation drain sewer" means a sewer for the 
collection and transmission of domestic wastes and groundwater from 
a foundation drain; 


“Kjeldahl Nitrogen" means organic nitrogen as determined by one of 
Method 420A or 420B in Standard Methods; 


"matter" includes any solid, liquid or gas; 


“noncontact cooling water" means water which is used to reduce 
temperature for the purpose of cooling and which does not come into 
direct contact with any raw material, intermediate product other than 
heat, or finished product; 


“once-through cooling water" means noncontact cooling water that 
has been circulated once through the cooling device; 


"owner" or “operator” means the owner or operator of any facility or 
activity subject to the provisions of this by-law; 


"pathological waste" means a material which is a pathological waste 
within the meaning of Ontario Regulation 309 made under the 


Environmental Protection Act, R.S.O. 1980, Chapter 141 as amended, 


or any material which may be designated in writing by the Chief 
Medical Officer of Health (Ontario); 


"PCB" means any monochiorinated or poly-chlorinated biphenyl! or any 
mixture of these or mixture that contains one or more of them; 


"PCB waste" means a PCB waste within the meaning of Ontario 
Regulation 148/86 made under the Environmental Protection Act, 
R.S.O. 1980, Chapter 141 as amended; 


"nerson" includes an individual, association, partnership, corporation, 
municipality, Regional Municipality, Provincial or Federal agency, or an 
agent or employee thereof; 


"pesticides" means a pesticide regulated under the Pesticides Act, 
R.S.O. 1980, Chapter 376 as amended; 


"dH" means the logarithm to the base 10 of the reciprocal of the 
concentration of hydrogen ions in grams per litre of solution; 


(jj) “phenolic compounds” means those derivatives of aromatic 
hydrocarbons which have a hydroxyl group directly attached to the 
ring as determined by one of Method 510B or 510C in Standard 


Methods; 

(kk) "phosphorus" means total phosphorus as determined by both Method 
424C plus one of Method 424D, 424E, 424F or 424G in Standard 
Methods; 

(Il) "potable water" means water processed by the Regional Municipality 


for human consumption; 


(mm) “reactive waste" means a material which is a reactive waste within the 
meaning of Ontario Regulation 309 made under the Environmental 
Protection Act, R.S.O. 1980, Chapter 141 as amended; 


(nn) “Regional Municipality" means The Regional Municipality of Hamilton- 
Wentworth or its designated representative; 


_(00) "sanitary sewer" means a sewer for the collection and transmission of 
domestic, commercial, institutional and industrial sewage or any 
combination thereof; 


(pp) “severely toxic material" means any material listed in Schedule 3 of 
Ontario Regulation 309 made under the Environmental Protection Act, 
R.S.O. 1980, Chapter 141 as amended; 


(qq) “sewage” means any liquid waste containing animal, vegetable or 
mineral matter in solution or in suspension, except uncontaminated 
water; 

(rr) "sewage works" means any works for the collection, transmission, 


treatment or disposal of sewage, or any part of such works: 


(Ss) "SIC code" means Standard Industrial Classification Code contained in 
either the Standard Industrial Classification Manual published by the 
Minister of Supply and Services Canada, 1980 (Canadian SIC) or the 
Standard Industrial Classification Manual published by the Executive 
Office of the President, Office of Management and Budget, 1972 (U.S. 
SIC); 


(tt) ‘solvent extractable matter of animal or vegetable origin" means 
grease and oil as determined by one of Methods 503A, 503B, 503C, 
or 503D in Standard Methods; 
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_ (uu) 
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SECTION 2 


“solvent extractable matter of mineral or synthetic origin" means 
grease and oil as determined by Method 503E in Standard Methods; 


"Standard Methods" means a procedure set out in Standard Methods 
for the Examination of Water and Wastewater published jointly by the 
American Public Health Association, American Water Works 
Association and Water Pollution Control Federation, current at the 
date of testing, or a procedure published by the Ontario Ministry of the 
Environment as a standard method or the equivalent of a standard 
method; 


“storm sewer" means a sewer for the collection and transmission of 
uncontaminated water, stormwater, drainage from land or from a 
watercourse or any combination thereof; 


"stormwater" means water from rainfall or other natural precipitation or 
from the melting of snow or ice; 


“suspended solids" means solid matter in or on a liquid which matter 
is removable by filtering and dried at 103-105 degrees C as 
determined by Method 20SC in Standard Methods; 


“uncontaminated water" means water to which no matter has been 
added as a consequence of its use, or to modify its use, by any 
person; 


"waste disposal site leachate" means leachate from any waste 
disposal site; 


“waste radioactive materials" means any waste material exhibiting the 
property of spontaneous disintegration of atomic nuclei usually with 
the emission of penetrating radiation or particles. 


APPLICATION OF BY-LAW 


2(1) Nothing in this By-law is to be construed as purporting to permit anything whicn 
by the provision of any applicable Provincial Act or Regulation is prohibited, and 
where there is a conflict in this respect between the provisions of the applicable 
Act or Regulation and the provisions of this By-law, the provisions of the 
applicable Act or Regulation are to prevail. 


(2) The provisions of this By-law related to storm sewers: 


(a) are applicable only to storm sewers located in the Area Municipality of 
the City of Hamilton and to storm sewers outside the City of Hamilton 
but within the Regional Area and under Regional Roads; 


(b) are applicable only to storm sewers in the whole or any part of any 
other Area Municipality in the Regional Area when the Regional 
Municipality enacts a By-law assuming responsibility for storm sewers 
in the whole or any part of such Area Municipality. 


(3) The provisions of this By-law related to joined sanitary-foundation drain sewers 
are applicable only to those joined sanitary-foundation drain sewers within the 
land area described in Schedule A to this By-law and being located in the Area 
Municipality of the Town of Dundas. 


SECTION 3 
ADMINISTRATION AND ENFORCEMENT 
~ 3(1) The Commissioner of Engineering is responsible for the administration and 


enforcement of this By-law in all areas where the Regional Municipality nas 
jurisdiction and control over sewage works. 


(2) - The Commissioner of Finance is responsible for billing and collecting 
all fees and charges fixed hereunder except as otherwise provided 
under this By-law. 


(3) Where the Regional Municipality has not passed a By-law assuming 
responsibility for storm drainage in the whole or any part of an Area Municipality 
and the Area Municipality has passed the necessary By-law adopting the 
provisions of this By- -law, as described in subsection (2) of Section 2, then the 
Area Municipality is responsible for the administration and enforcement of the 
provisions of this By-law dealing with storm sewers. 


(4) Schedules A to J inclusive, attached to this By-law form part of this By-law. 
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SECTION 4 


DISCHARGES TO SANITARY SEWERS 
DISCHARGES TO COMBINED SEWERS 


4(1) No person shall discharge or deposit or cause or permit the discharge or 
deposit of matter of a kind listed below into or in land drainage works, private 


branch drains or connections to any sanitary sewer or combined sewer: 


le matter of any type or at any temperature or in any quantity which 
may be or may become a health or safety hazard to a sewage works 
employee, or which may be or may become harmful to a sewage 
works, or which may cause the sewage works effluent to contravene 
any requirement by or under the Ontario Water Resources Act, R.S.O. 
1980, Chapter 361 as amended or the Environmental Protection Act, 
R.S.O. 1980, Chapter 141 as amended, or which may cause the 
sludge from sewage works to fail to meet the criteria relating to 
contaminants for spreading the sludge on agricultural lands 
under the current Ontario’s Guidelines for Sewage Sludge Utilization 
on Agricultural Lands unless the person has been advised in writing 
by the operator of the sewage treatment works that the sludge from 
the sewage treatment works will never be used on agricultural lands, 
or which may interfere with the proper operation of a sewage works, 
or which may impair or interfere with any sewage treatment process, 
or which is or may result in a hazard to any person, animal, property 
or vegetation and; 


Px without limiting the generality of the foregoing, any of the following: 


(a) Solid or viscous substances in quantities or of such size as 
to be capable of causing obstruction to the flow in a sewer, 
including but not limited to ashes, bones, cinders, sand, 
mud, straw, shavings, metal, glass, rags, feathers, tar, 
plastics, wood unground garbage, animal guts or tissues, 
paunch manure, and whole blood. 


(b) -Sewage that may cause an offensive odour to emanate 
from a sewage works, and without limiting the generality of 
the foregoing, sewage containing hydrogen sulphide, 
carbon disulfide, other reduced sulpnur compounds, 
amines or ammonia in such quantity that may cause an 
offensive odour. 


AS) Except in the case of discharge into a combined sewer, 
stormwater, water from drainage of roofs or land, water 
from a watercourse or uncontaminated water. 


(d) 


(i) 


(i) 
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Water that has originated from a source separate from the 
potable water distribution system of the Regional 
Municipality. 


Sewage or uncontaminated water at a temperature greater 
than 65 degrees Celsius. 


Sewage having a pH less than 5.5 or greater than 9.5. 


Sewage containing more than 15 milligrams per litre of 
solvent extractable matter of mineral or synthetic origin. 


Sewage containing more than 150 milligrams per litre of 
solvent extractable matter of animal or vegetable origin. 


Sewage in which the biochemical oxygen demand exceeds 
300 milligrams per litre. 


Sewage containing more than 350 milligrams per litre of 
suspended solids. 


Sewage containing more than 10 milligrams per litre of 
phosphorus. 


Sewage containing more than 100 milligrams per litre of 
Kjeldahl! nitrogen. 


Sewage containing more than 1 milligram per litre of 
phenolic compounds. 


Sewage which consists of two or more separate liquid 
layers. 


Sewage containing dyes or colouring matérial which pass 
through a sewage works and discolour the sewage works 
effluent. 


Sewage containing any of the eevee in excess of the 
indicated concentrations: 


1500 milligrams /litre 


Chlorides expressed as Cl 
Sulphates expressed as S04 


50_milligrams /litre 


Aluminum expressed as Al 
Iron expressed as Fe 


10 milligrams /litre 


Fluorides expressed as F 


5 milligrams /litre - 


Antimony expressed as Sb 
Bismuth expressed as Bi 
Chromium expressed as Cr 
Cobalt expressed as Co 
Lead expressed as Pb 
Manganese expressed as Mn 
Molybdenum expressed as Mo 
Selenium expressed as Se 

_ Silver expressed as Ag 
Tin expressed as Sn 
Titanium expressed as Ti 
Vanadium expressed as V 


3 milligrams /litre 


Copper expressed as Cu 
Nickel expressed as Ni 
Zinc expressed as Zn 


2 milligrams /litre 


Cyanide (total) expressed as CN 


1 milligram /litre 


Arsenic expressed as As 
Cadmium expressed as Cd - 


0.1 milligrams /litre 


Mercury expressed as Hg 


(q) The following materials or sewage containing any of the 
following in any amount: 


Fuels 

PCBs 

Pesticides 

Severely Toxic Materials 
Waste Radioactive Materials 


(r) The following materials or sewage containing any of the 
following in any amount: 


Hauled Sewage | 
Waste Disposal Site Leachate 


(S) The following hazardous wastes in any amount: 


Acute Hazardous Waste Chemicals 
Hazardous Industrial Wastes 
Hazardous Waste Chemicals 
Ignitable Wastes 

Pathological Waste 

PCB Wastes 

Reactive Wastes 


(2) In determining whether the limit with respect to any matter prescribed in 
subsection 4(1) is contravened, the volume of any water that has been added 
for the purpose of enabling the limit to be met and of any storm sewer 
discharges to a combined sewer shall be disregarded for the purposes of 
calculating whether the limit has been met so that compliance with the limit 
cannot be attained by dilution. 


(3) Subclauses 4(1) 2.(b) and 4(1) 2.(s) do not apply to prevent the discharge of 
Numan waste. 


(4) Subclause 4(1) 2.(d) does not apply to prevent the discharge of: 


(a) Water taken in an amount greater than 50,000 litres per day from a 
separate source when the owner or operator of the premises has a 
Permit To Take Water issued by the Ontario Ministry of the 
Environment and a copy of such permit has been provided to the 
Regional Municipality, or . 
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(b) Water taken in an amount less than 50,000 litres per day from a 
separate source when the owner or operator of the premises has 
provided the Regional Municipality with the following information: 


(i) Address of premises where the water is being used; 
(ii) Location of the water source; and 
(iil) Amount of water being taken. 

(c) In the event of (a) or (b), the discharge to the sanitary sewer or 


combined sewer shall be subject to an agreement with the Regional 
Municipality in the form attached as Schedule H to this By-law. 


Subclause 4(1) 2.(q) does not apply to prevent the discharge of waste 
radioactive materials where they are being discharged in accordance with a 
licence from the Atomic Energy Control Board and a copy of the licence has 
been provided to the Regional Municipality or to the discharge of de minimis 
waste. 


Subclause 4(1) 2.(q) does not apply to prevent the discharge of PCBs when: 


(a) the owner or operator of the premises has a certificate of approval 
~ relating to the premises from the Ontario Ministry of the Environment 
which expressly allows the discharge or written approval fram the 
Director of the Ontario Ministry of Environment which expressly 
authorizes the discharge from the premises; 


(b) the owner or operator of the premises has written approval from the 
Regional Municipality which expressly authorizes the discharge from 
the premises; 


(Cc) the discharge contains a concentration of less than 5 micrograms per 
litre of PCBs; and 


(d) a copy of the certificate of approval or written authorization referred to 
in Clause (a) has been provided to the Regional Municipality. 


Subclause 4(1) 2.(r) does not apply to prevent the discharge of hauled sewage 
when: 


(a) the carrier of the hauled sewage is a waste transportation system 
operating under a licence issued under part VII of the Environmental 
Protection Act, R.S.O. 1980, Chapter 141 as amended; 


(b) the carrier has a current annual permit from the Regional Municipality 
to discharge hauled sewage in the form set out as Schedule B to this 
By-law. | ; 
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(c) the discharge occurs only at the times and locations set out in 


Schedule C to this By-law; 

(d) the carrier pays the fees as set forth in Schedule D to this By-law. 

(8) | Subclause 4(1) 2.(r) does not apply to prevent the discharge of hauled sewage 

when: 

(a) the carrier of the hauled sewage is the holding tank of a recreational 
vehicle; 

(b) the discharge occurs only at the Mountain Transfer Station at the 
approved times set out in Schedule C to this By-law; and 

(C) the carrier pays the fee set forth in Schedule D to this By-law. 


(9). Subclause 4(1) 2.(r) does not apply to prevent the discharge of waste disposal 
site leachate when: 


(a) the waste disposal site leachate is being discharged pursuant to a 
certificate of approval or order relating to the premises under the 
Environmental Protection Act, R.S.O. 1980, Chapter 141 as amended, 
or the Ontario Water Resources Act, R.S.O. 1980, Chapter 361 as 


amended, which expressly allows the discharge; and 


(b) the owner or operator of the premises has written approval from the 
Regional Municipality which expressly authorizes the discharge from 
the premises; and 


(Cc) a copy of the certificate of approval or written authorization referred to 
in Clause (a) has been provided to the Regional Municipality; or 
(d) the waste disposal site leachate originates from a Regionally owned 


landfill site. 


(10) Subclause 4(1) 2.(s) does not apply to prevent the discharge of pathological 
waste that has been decontaminated prior to discharge when: 


(a) the owner or operator of the premises has a certificate of approval 
from the Ontario Ministry of the Environment which expressly allows 
the discharge or written approval from the Director of the Ontario 
Ministry of the Environment which expressly authorizes the discharge 
from the premises; 
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(b) the owner or operator of the premises has written approval from the 
Regional Municipality which expressly authorizes the discharge from 
the premises; and 


(c) a copy of the certificate of approval or written authorization referred to 
in clause (a) has been provided to the Regional Municipality. 


(11) No person shall discharge or allow the discharge, either directly or indirectly, 
into any joined sanitary-foundation sewer, of: 


(a) storm/water, 

(b) surface water, 

(C) groundwater, and 

(d) roof run-off, and 

(e) sub-surface drainage except foundation drains for single and two 

3 family residential buildings, 

(f) uncontaminated cooling water or unpolluted industrial process water, 
and ; 

(g) total quarter yearly sanitary sewage flows in excess of the total quarter 


yearly metered water consumption from the Regional Water Works 
System for the same period, except in the case of properties which 
are not connected to the Regional Water Works System and have no 
metered water consumption. 


(12) Section 4 does not apply to prevent the discharge of any hauled material for 
which a particular Regional Sewage Treatment Plant has the authority to receive 
-and the Commissioner of Engineering has given written approval for said 
discharge. 


SECTION 5 
DISCHARGES TO STORM SEWERS 
5(1) No person shall discharge or deposit or cause or permit the discharge or 


deposit of matter of a kind listed below into or in land drainage works, private 
branch drains or connections to_any storm sewer: 
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ih. matter of any type or at any temperature or in any quantity which 
may: 
(a) interfere with the proper operation of a storm sewer: 
(b) obstruct a storm sewer or the flow therein; 
(c) result in a hazard to any person, animal, property or 
vegetation; 
(d) impair the quality of the water in any well, lake, river, pond, 


spring, stream, reservoir or other water or watercourse; or 


(e) result in the contravention of an approval, requirement, 
direction or other order under the Ontario Water Resources 
Act, R.S.O. 1980, Chapter 361 as amended, or the 
Environmental Protection Act, R.S.O. 1980, Chapter 141 as 
amended, with respect to the storm sewer or its discharge; 


and 
2 without limiting the generality of the foregoing, any of the following: 

(a) Water at a temperature greater than 65 degrees Celsius: 

(b) Water having a pH less than 5.5 or greater than 9.5: 

(c) Water containing more than 15 milligrams per litre of 
suspended solids; 

(d) Water containing dyes or colouring material which discolour 
the water when diluted one (1) part dye and four (4) parts 
water; 

(e) Water containing solvent extractable matter of animal or 


vegetable origin greater than 10 milligrams -per litre or of 
mineral or synthetic origin which causes a visible film, sheen 
or discolouration on the water surface: 


(f) Water containing any of the following in excess of the 
indicated concentrations: 


Of Nf U 


WG 


3 milligrams /litre 


Zinc expressed as Zn 


1 milligram /litre 


Chromium expressed as Cr 
Lead expressed as Pb 
Nickel expressed as Ni 
Copper expressed as Cu 
Cadmium expressed as Cd 


0.02 milligrams /litre 


Phenolic Compounds 


2,400 per 100 millilitres 


Fecal coliforms 
_ The following matter in any amount: 


Sewage 
Once-through cooling water 
Blowdown 


The following materials in any amount: 


Automotive or Machine Oils and Greases 
Fuels 

Paints and Organic Solvents 

PCBs 

Pesticides 

Severely Toxic Materials 

Waste Disposal Site Leachate 

Waste Radioactive Materials 


5(2) 


5(3) 
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(i) The following hazardous wastes in any amount: 


Acute Hazardous Waste Chemicals 
Hazardous Industrial Wastes 
Hazardous Waste Chemicals 
Ignitable Wastes 

Pathological Wastes 

PCB Wastes 

Reactive Wastes 


Subclause 5(1) 2.(g) does not apply to prevent the discharge of once-through 
cooling water or blowdown when: - 


(a) 


(c) 


the once-through cooling water or blowdown is being discharged 
pursuant to a certificate of approval or order relating to the premises 
under the Environmental Protection Act, R.S.O. 1980, Chapter 141 as 
amended, or the Ontario Water Resources Act, R.S.O. 1980, Chapter 
361 as amended, which expressly allows the discharge; 


the owner or operator af the premises has written approval from the 
Regional Municipality which expressly authorizes the discharge from @ 
the premises; and 


a copy of the certificate of approval or order referred to in clause (a) 
has been provided to the Regional Municipality. 


The provisions of Subclauses 5(1) 2.(c), (d), (e), (f), (fh), and (i) do not apply to 
prevent the discharge of stormwater runoff from industrial process areas to a 
storm sewer when: 


(a) 


(b) 


the owner or operator of the premises has a certificate of approval or 
order relating to the premises under the Environmental Protection Act, 
R.S.O. 1980, Chaper 141.as amended, or the Ontario Water 
Resources Act, R.S.O. 1980, Chapter 361 as amended, which 
expressly allows the discharge and a copy of the certificate of 
approval or order has been provided to the Regional Municipality; or 


the owner or operator of the premises has written approval from the 
Regional Municipality for a Best Management Practices Plan (BMP) 
which has been prepared in accordance with Schedule E. 
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SECTION 6 


REPORTS 


6(1) 


Notwithstanding sections 4 and 5, the owner or operator of any industrial 
premises or class of industrial premises listed in Schedule F shall not discharge 
Or deposit or cause or permit the discharge or deposit of sewage into or in land 
drainage works, private branch drains or connections to any sanitary sewer, 


combined sewer or storm sewer after six months from the date on which this 


By-law takes effect unless an extension of this time has been granted in writing 
by the Engineering Services Committee. 


Subsection (1) does not apply with respect to any industrial premises for which 
a current Waste Survey Report prepared in accordance with Subsections (3) 
and (4) has been filed at the Regional Municipality. 


The Waste Survey Report shall contain the following information and shall be 
signed by an authorized representative of the owner or operator: 


(a) name and address of the premises, and names of its owner and 
operator; ; 
(b) description of process operations, including waste discharge rates and 


contaminant concentrations, hours of operation, and Canadian or U.S. 
Standard Industrial Classification codes; 


(c) a schematic process diagram indicating waste discharge points and 
waste descriptions; 


(d) the generator registration number, if any, assigned with respect to the 
premises under Ontario Regulation 309 made under the Environmental 
Protection Act, R.S.O. 1980, Chapter 141 as amended; 


(e) the waste class, hazardous waste number, primary and secondary 
characteristics and analytical data and the name of the laboratory, if 
any, furnished to the Ontario Ministry of the Environment under 
Ontario Regulation 309 made under the Environmental Protection Act, 
R.S.O. 1980, Chapter 141 as amended, relating to any material 
discharged into or in land drainage works, private branch drains or 


connections to_any sanitary, combined or storm sewer. 


The Waste Survey report shall be in the form attached as Schedule F1. 


Where a change occurs in the information required under Clause (8) (a) 
contained in a Waste Survey Report, the owner or operator of the premises 
shall submit the new information within 30 days of the change. 


(6) 
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Where a change occurs in any information required under Clauses (3)(b), (c), 
(d) or (e) described in a Waste Survey Report, the owner or operator of the 
premises shall not discharge or deposit or cause or permit the discharge or 
deposit of sewage into or in land drainage works, private branch drains or 
connections to any sanitary sewer, combined sewer or storm sewer, after 60 
days after the change occurs unless a new Waste Survey Report has been 
submitted setting out the change. 


SECTION 7 


AGREEMENTS 


7(1) 


Subject to subsections (2), (3), and (4), the discharge or deposit of sewage that 
would otherwise be prohibited by this By-law may be permitted into or in any 
connection to any sanitary sewer or combined sewer to an extent fixed by 
agreement with the Regional Municipality under such conditions with respect to 
payment of additional sewage service rates or otherwise as may be necessary 
to compensate for any additional costs of operation, repair and maintenance of 
the sewage works. 


(a) An Overstrength Discharge Agreement can only be made for 
discharge of the following parameters in sewage: suspended solids, 
biochemical oxygen demand, phenolic compounds, solvent . 
extractable matter of animal or vegetable origin, Kjeldahl nitrogen, and 
phosphorus. 


(b) This agreement shall be in the form attached as Schedule G and upon 
recommendation of the Commissioner of Engineering, the Regional 
Municipality is authorized to execute such agreements under authority 
of this By-law. 


(c) A person who has entered into this agreement with the Regional 
Municipality shall pay an Overstrength discharge fee, which is set out 
in Schedule D to this By-law. 


(a) A Sanitary Sewer Surcharge Agreement shall be made for the 
discharge of sewage which contains water that has Originated from a 
source separate from the potable water distribution system of the 
Regional Municipality and has access to the Regional sanitary sewer 
Or combined sewer system. 


(b) This agreement shall be in the form attached hereto as Schedule H 
and upon recommendation of the Commissioner of Engineering, the 
_ Regional Municipality is authorized to execute such agreements under 
authority of this By-law. 
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(eo) A person who has entered into this agreement with the Regional 
Municipality shall pay a sanitary sewer surcharge fee, which is set out 
in Schedule H to this By-law. 


A person who has entered into an agreement with the Regional Municipality 
shail not be prosecuted under Section 4 of this By-law for the discharge or 
deposit of sewage containing the matters specified in the agreement and in 
compliance with the agreement during the period within which the agreement is 
applicable and so long as the agreement is being fully complied with. 


SECTION 8 


COMPLIANCE PROGRAM 


8(1) 


A compliance program may be issued as set out in subsections (2) to (6) and 
(9) for the discharge of a non-complying effluent during the period of planning, 
design, construction or installation of facilities to eliminate the non-compliance. 


The owner or operator of industrial premises may submit to the Regional 
Municipality a program to prevent or to reduce and control the discharge or 
deposit of sewage into or in land drainage works, private branch drains or 


connections to any sanitary sewer or Combined sewer from premises. 


The owner or operator of industrial premises may submit to the Regional 
Municipality a program to prevent or to reduce and control the discharge or 
deposit of uncontaminated water or stormwater or eliminate the discharge or 
deposit of sewage into or in land drainage works, private branch drains or 
connections to any storm sewer from the premises. 


The Regional Municipality may issue an approval for a compliance program by 
way of Letter of Agreement to the person who submitted the program. 


Every compliance program shail be for a-specified length of time during which 
the facilities are to be installed and shall be specific as to the remedial actions 
to be implemented, the dates of commencement and completion, and the | 
materials or other characteristics of the sewage, uncontaminated water or 
stormwater to which it relates. The final activity completion date shall not be 
later than the final compliance date in the compliance program. 


The Letter of Agreement for the compliance program shall be in the form 
attached as Schedule | and, upon recommendation of the Commissioner of 
Engineering, the Regional Municipality is authorized to execute such compliance 
programs under the authority of this By-law. 


(11) 


9(1) 


> 
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A person to whom a compliance program has been issued shall submit a 
compliance program progress report within 14 days after the scheduled 
completion date for each activity listed in the compliance program. 


The compliance program progress report shall be in the form attached as” 
Schedule J. 


Where the operating authority for the sewage treatment plant, land drainage 
works, or storm sewer which is receiving sewage, uncontaminated water or 
stormwater from the premises identified in the letter of compliance program is 
not the Regional Municipality, the compliance program does not become 
effective unless the operating authority has reviewed and approved the 
compliance program. 


A person to whom a compliance program has been issued shall not be 
prosecuted under section 4 or 5 of this By-law for the discharge or deposit of 
sewage, uncontaminated water or stormwater containing the matters specified 
in the compliance program and in compliance with the compliance program 
during the period within which the compliance program is applicable and so 
long as the compliance program is being fully complied with. 


The Regional Municipality shall levy fees for the cost of treatment. of non- 
complying effluent which is specified in the compliance program, during the 
period within which the compliance program is applicable, as set out in the 
attached Schedule D. 


SECTION 9 


SAMPLING AND ANALYSIS 


Where a sample is required for the purpose of determining the characteristics or 
contents of the sewage, uncontaminated water or stormwater to which 
reference is made in this By-law: 


(a) one sample alone is sufficient and, without limiting the generality of the 
foregoing, the sample may be a grab sample or a composite sample, 
may contain additives for its preservation and may be collected 
manually or by using an automatic sampling device; 


(b) except as otherwise specifically provided in this By-law, all tests, 
measurements, analyses and examinations of sewage, 
uncontaminated water and stormwater, shall be carried out in 
accordance with Standard Methods: . 
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(c) for each one of the following metals: aluminum, antimony, arsenic, 
bismuth, cadmium, chromium, cobalt, copper, iron, lead, manganese, 
mercury, molybdenum, nickel, selenium, silver, tin, titanium, vanadium 
and zinc whose concentration is limited in Subclauses 4(1) 2.(p) and 
5(1) 2.(f), the analysis shall be for the quantity of total metal, which 
includes all metal both dissolved and particulate. 


SECTION 10 


SPILLS 


10(1) Every person who discharges or deposits or causes or permits the discharge or 


(3) 


deposit of sewage into or in and drainage works, private branch drains or 
connections to any sanitary sewer or combined sewer shail, if such discharge 
or deposit is not in the ordinary course of events forthwith notify the Regional 
Municipality or the agency responsible tor operating the sewage works receiving 
the discharge or deposit. 


Every person who discharges or deposits or causes or permits the discharge or 
deposit of uncontaminated water or stormwater into or in land drainage works, 
private branch drains or connections to_any storm sewer shall, if such discharge 
or deposit is not in the ordinary course of events forthwith notify the Regional 


' Municipality or agency responsible for managing the land drainage works or 


storm sewer. 


Every person who discharges or deposits or causes or permits the discharge or 
deposit of any of the items listed in subclauses 4(1) 2.(q) and (s) into or in land 
drainage works, private branch drains or connections to any sanitary sewer or 


combined sewer shall, forthwith notify the Regional Municipality or the agency 


responsible for operating the sewage works receiving the discharge or deposit. 


Every person who discharges or deposits or causes or permits the discharge or 
deposit of any of the items listed in Subclauses 5(1) 2.(h) and (i) into or in land 
drainage works, private branch drains or connections to any storm sewer shall 


forthwith notify the Regional Municipality or agency aie for managing 


the land drainage works or storm sewer. 


For any of the discharges in subsections 10 (1), (2), (8) and (4) for which the 
person is required to forthwith notify the Regional Municipality or agency, the 
notification shall include the following information: 
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(a) Name of the company and the address of location of spill; 

(b) Name of person reporting the spill and telephone number where that 
person can be reached; 

(Cc) Time of the spill; 

(d) Type and volume of material discharged and any associated hazards; 
and : 

(e) Corrective actions being taken to control the spill. 


(6) Within five days following a discharge to which subsection (5) applies, the 
person shall submit to the Regional Municipality or agency a written report 
describing the cause of the spill and the actions taken or to be taken to prevent 
a recurrence. A detailed written report shall be submitted within thirty (30) days. 


SECTION 11 
GENERAL 


11(1) The owner or operator of industrial premises with one or more connections to a 
sewage works shall install and maintain in good repair in each connection a 
suitable manhole to allow observation and sampling of the sewage and € 
measurement of the flow of sewage therein, provided that where installation of a 
manhole is not possible, an alternative device or facility may be substituted with 
the written approval of the Commissioner of Engineering. 


(2) The manhole or alternate device shall be located on the property of the owner 
or operator of the premises, unless the Commissioner of Engineering has given 
written approval for a different location. 


(3) Every manhole, device or facility installed as required by subsection (2) shail be 
designed and constructed in accordance with good engineering practice and 
the requirements of the Regional Municipality, and shall be constructed and 

- maintained by the owner or operator of the premises at his expense. 


(4) The owner or operator of industrial premises shall at all times ensure that every 
manhole, device or facility installed as required by subsection (2) is at all times 
accessible for purposes of observing and sampling the sewage and measuring 
the flow of sewage therein. 


(S) The Regional Municipality may require the owner or operator of industrial 
premises to install devices to monitor sewage discharges and to make available 
to the Regional Municipality all records of callibration and maintenance of said 
cs devices. The Regional Municipality may also require the owner or operator of 
Se industrial premises to submit regular reports regarding the sewage discharges € 
to the Regional Municipality. 


(6) 


(10) 


124) 
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For the purpose of the administration of this By-law, a person appointed by 
Regional Council for the purpose may, upon production of his identification, 
enter any industrial premises for the purpose of inspection, observation, 
measurement, sampling and testing in accordance with this By-law. 


No person shall break, damage, destroy, deface or tamper or cause or permit 
the breaking, damaging, destroying, defacing or tampering with: 


(a) any part of a sewage works; or 


(b) any permanent or temporary device installed in a sewage works for 
the purpose of measuring, sampling and testing of sewage. - 


The agreements contemplated by Section 7 and the Letter of Agreement for the 
compliance program contemplated by Section 8 may be terminated by the 
Regional Municipality on 30 days written notice if the discharge of sewage 
covered by such agreements is causing contravention of Clauses 4(1)1. and 
5(1)1. of the By-law. 


The agreement contemplated by Section 7 and the Letter of Agreement for the 
compliance program contemplated by Section 8 may be terminated by the 
Regional Municipality by written notice at any time where there is an emergency 
situation of immediate threat or danger to any person, property, plant or animal 
life, or waters. 


Where, in the opinion of the Commissioner of Engineering, a person is 
contravening the provisions of sections 4 or 5 of this By-law, the Commissioner 
of Engineering may, upon two days’ written notice to the person or the owner 
or occupant of the lands from which the discharge apparently emanates, order 
the land drainage works, private branch drains or connections, to any Sanitary 
Sewer, Combined Sewer or Storm Sewer carrying the prohibited discharge to 
be stopped up until such time as measures are undertaken by such persons, 
owners or occupants satisfactory to the Commissioner of Engineering to 
eliminate the prohibited discharge. 


SECTION 12 


OFFENCES 


Every person other than a corporation who contravenes any provision of this 
By-law is guilty of an offence and on conviction is liable for every day or part 
thereof upon which such offence occurs or continues to a fine of not more 
than $5,000 for a first offence and $10,000 for any subsequent conviction. 
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(2) Every corporation which contravenes any provision of this By-law is guilty of 
an offence and on conviction is liable for every day or part thereof upon which 
such offence occurs or continues to a fine of not more than $25,000 for a first 
offence and $50,000 for any subsequent conviction. 
(3) In this By-law, subsequent conviction means a conviction for an offence which 
offence occurs after the date of conviction for an earlier offence under this By- 
law or By-law No. R79-172, as amended. 
SECTION 13 
SHORT TITLE 
This By-law may be known and referred to as "The Sewer Use By-law". 
SECTION 14 
REPEAL 
Sections 13, 14, 15, and 16, Section 2 of Schedule C and Schedules D, E, e 
and H of By-law R79-172, as amended, of The Regional Municipality of 
Hamilton-Wentworth are hereby repealed. | 
SECTION 15 
EFFECTIVE DATE 
This By-law shall come into force and take effect on April 10, 1989. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
ENACTED this 4th day of April __, 1989. 


ae Pe Siete 


‘Approved 
as to form 


Regional 
Solicitor, 


en 
SCHEDULE A 
JOINED SANITARY-FOUNDATION DRAIN SEWER LANDS 
COMMENCING in the Area Municipality of the Town of Dundas at the intersection of 
Old Ancaster Road and the Toronto, Hamiton and Buffalo Railway Right-of-way, 
THENCE southerly along Old Ancaster Road to the Town of Dundas boundary limits, 


THENCE westerly and northerly along the Town of Dundas boundary limits to the 
Toronto, Hamilton and Buffalo Railway Right-of-way, 


THENCE easterly along the Toronto, Hamilton and Buffalo Railway Right-of-way to the 
point of commencement. 


TONTLG 
{ [4 


OG 
1 / 
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SCHEDULE B 


APPLICATION FOR ANNUAL PERMIT TO DISCHARGE HAULED SEWAGE OR 
HOLDING TANK WASTES (Referred to in Section 4(7)) 


nl 


Name of Applicant 


Ab Address of Applicant 

ne ee ee 
3. Ministry. of Environment Licence #: 
4. Vehicle Licence #: Net Total Capacity (list all vehicles 

to be covered by permit) 

ey Holding Tank Wastes Only: 

Nature and volume of material to be discharged 

| 

a ee ee 
6. Signature of Applicant: 

Date: 19_ 
Te PERMIT EXPIRES ON DECEMBER 31, ie en 
8. Fees: 

Annual Fee $ 

Tickets $ 

TOTAL FEE; ) 
APPROVED NO. 


eg 


SCHEDULE C 


LOCATION, ETC., FOR DISCHARGE OF HAULED 


SEWAGE AND HOLDING TANK WASTES 


(Referred to in Sections 4(7)&(8)) 


LOCATION 


ke 


Woodward Avenue Sewage Treatment Plant 
700 Woodward Avenue, Hamilton, Ontario 
MONDAY TO SATURDAY INCLUSIVE. 
DUMPING PERMITTED SUNDAYS OR 
STATUTORY HOLIDAYS WITH ADVANCED 
PERMISSION ONLY.PAYMENT BY TICKET 
ONLY WHICH ARE AVAILABLE FROM THE 
REGIONAL FINANCE DEPARTMENT. 


Mountain Transfer Station 

Kilbride Road 

Hamilton, Ontario 

MONDAY TO SATURDAY INCLUSIVE. 
NO DUMPING ON NEW YEARS DAY, 
GOOD FRIDAY AND CHRISTMAS DAY. 
PAYMENT BY CASH OR BILLED 

BY ARRANGEMENT. 


Dundas Sewage Treatment Plant 

135 King Street East, Dundas, Ontario 
MONDAY TO SATURDAY INCLUSIVE 
DUMPING PERMITTED SUNDAYS OR 
STATUTORY HOLIDAYS WITH ADVANCED 
PERMISSION ONLY. PAYMENT BY TICKET 
ONLY WHICH ARE AVAILABLE FROM 

THE REGIONAL FINANCE DEPARTMENT. 


TIME 


6:00 a.m» t07°9:00 O.im: 


6:00"am t0°6:00 p.m. 


8:00 a.m. to 3:00 p.m. 
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SCHEDULE D 
SCHEDULE OF FEES 
(REFERRED TO IN SECTIONS 4, 7 AND 8) 


ai. Fee for an annual permit to discharge hauled sewage $ 36.00 
2: Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to be discharged only at 


Woodward and Dundas Sewage Treatment Plants and in compliance 
with Section 4(1): 


Woodward Avenue Sewage Treatment Plant $ 14.00 per load 
Dundas Sewage Treatment Plant $ 14.00 per load 


b) Waste Transportation Systems with contents to be discharged in 
compliance with Section 4(1), other than B.O.D. and Suspended 
Solids: 


Woodward Avenue Sewage Treatment Plant $ 7.00/2500 litres, or € 
part thereof, of the net 
Capacity of the vehicle 
making such discharge 
(with a minimum charge 


of $14.00) 
Mountain Transfer Station $2.80/1000 Kg. (with a 
minimum charge of $14.00) 
C) Holding Tanks of 
Recreational Vehicles | $ 7.00 
3. Overstrength Discharge Fee 
a) B.0.D. 27.65 cents/Kg. 
b) | Suspended solids 22.58 cents/Kg. 
4. Compliance Program Fees | 
a) B:O;D: PME | aya) cents/Kg. 
b) Suspended solids 22.58 cents/Kg. @ 
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SCHEDULE E - BEST MANAGEMENT PRACTICES (BMP) PLAN 


A Best Management Practices Plan is a plan agreed to by the Regional Municipality 
with guidance from the Ontario Ministry of the Environment and is developed for 
activities which are associated with or ancillary to industrial manufacturing or treatment 
processes. The ancillary sources addressed in BMP plan are material storage areas; 
loading and unloading areas; plant site runoff; in-plant transfer, process, and material 
handling areas; and sludge and hazardous waste disposal areas. In general, the BMP 
Plan will include practices used by industry for pollution control from these sources, 
safety programs, fire protection, protection against loss of valuable raw materials or 
products, etc. The following elements must be included in a BMP Plan: 


General 


1 Name and location of facility 
2. Statement of BMP policy and objectives 
3 Review by plant manager 


Specific 

Establishment of BMP Committee 
Risk Identification and Assessment 
Reporting of BMP Incidents 
Materials Compatibility 

Good Housekeeping 

Preventive Maintenance 

Inspection and Records 

Security 

Employee Training 


ON SS ON 


SCHEDULE F - INDUSTRIAL SECTORS 


CATEGORY 


Construction Industry 
Food and Kindred Products 
Meat 
Poultry 
Dairy 
Fruit and Vegetables 
Grain Mills 
Fats and Oils 
Bakery Products 
Sugar Processing 
Beverages 
Seafood Processing 
Misc. Food Processing 
Tobacco 
Textile Mill Products 
Primary Textiles 
Textile Products 
Appare! & Other Textile Prod. 
Lumber and Wood Products 
Timber Products Processing 
Wood Preserving 
Wood & Metal Furniture Manu. 
Paper & Allied Products 
Pulp, Paper & Paperboard Mills 
Misc. Converted Paper Products 
Building Paper and Board Mills 
Printing and Publishing 
Chemicals and Allied Products 
Inorganic Chemicals Manufact. 
Phosphate Manufacturing 
Plastics, Resins & Synthetic 
Fibers M. 
Pharmaceutical Manufacturing 
Soaps ad Cosmetics 
Paints, Varnishes Manufacture 
Gums and Wood Chemicals 
Dye Manufacture 


Organic Chemicals & Pesticide Man. 


Pesticide Formulation 
Fertilizer Manufacture 


32 


SIC 


1600-1799 


2011-2013 
2016-2017 
2021-2026 
2032-2038 
2041-2048 
2074-2079 
2051-2052 
2061-2067 
2082-2087 
2091-2092 
2095-2099 
2110-2141 


2211-2269 


2271-2299 


2311-2399 


2411-2499 
2491 
2510-2599 


2600-2631 

2640-2655 
2661 

2700-2799 


2810-2819 
2819 


2821-2824 
2830-2834 
2840-2844 
2851 
2861 
2865 
2869 
2879 
2873-2875 


SIC (CANADIAN) 


4011-4499 


1011 
1012 
1041-1049 
1031-1032 
1051-1059 
1061 
1071-1072 
1081-1089 
Te neaeea 
1021 
1091-1099 
Pape ee 


1800-1899 
1900-1999 
2441-2499 


2911-2599 
2s; )) 
2611-2699 


Zt ee le 
2731-2799 
2713-2719 
2811-2899 


3711 
3721-3729 


3731 
3741 
3761-3771 
eye! 
Sfi2 
3712 
3712 
3712 
3721-3729 
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SCHEDULE F - INDUSTRIAL SECTORS (CONTINUED) 


CATEGORY 
Chemicals and Allied Products (Cont'd) 


Adhesives and Sealants 
Explosives 
Ink Manufacture 
Carbon Black 
Chemicals & Chemical Prepar. 
Petroleum Refining 
Paving and Roofing Materials 
Coal & Petroleum Products 
Rubber and Misc. Plastic Products 
Rubber Products 
Plastics Molding 
Leather and Leather Products 
Leather Tanning and Finishing 
Leather Goods 
stone Clay and Glass Products 
Stone, Clay and Glass Products 
Asbestos Manufacturing 
' Glass Manufacturing 
Cement Manufacturing 
Primary Metal Industries 
lron and Steel 
Foundries 
Nonferrous Metals Forming/Manu. 
Aluminum Forming 
Copper Forming 
Misc. Primary Metal Products 
Fabricated Metal Products 
Metal Finishing 
Electroplating 
Coil Coating 
Ordnance and Accessories 
Misc. Fabricated Metal Products 
Equipment and Machinery 
Machinery Manufacturing 
Electrical & Electronic Comp. 
Battery Manufacturing 
Misc. Electrical Equipment 
Transportation Equipment 
Instruments & Related Products 
Misc. Manufacturing 
Photographic Chemicals Manu. 


SIC 


2891 
2892 
2893 
2895 
25e9 
2914 
2951-2952 
2991-2999 


3011-3069 
3070-3079 


Sit. 
3131-3199 


3200-3299 
Sage 

3211-3229 

3271-3273 


3300-3317 
3321-3325 
3331-3369 
3353-3355 
3351-3357 
3390-3399 


3411-3469 
3471 
3479 

3482-3489 

3490-3499 


3500-3599 
3612-3690 
3691-3692 
3693-3699 
3711-3799 
3811-3873 
3911-3999 
3861 


SIC (CANADIAN) 


3792 
ori 
37a 
ort 
3711 
3611 
3699 
3612-3698 


1500-1599 
1600-1699 


1711 
1712-1719 


3511-35993 
3592 

3561-3562 

3521-3551 


2911-2921 
2941 

Pas lei SAS ISS, 
2951 
2959 
PRESS) 


3011-3099 
3011-3099 
3011-3099 
3011-3099 
3011-3099 


3111-3199 
3311-3399 
3394 
3392-3399 
3211-3299 
3911-3914 
3921-3999 
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SCHEDULE F - INDUSTRIAL SECTORS (CONTINUED) 


CATEGORY 


Transportation and Public Services 


Transportation Services 
Electricity Generation & Dist. 
Water Supply 

Waste Treatment and Disposal 
Refuse Systems 

Hazardous Waste Treaters 


Wholesale and Retail Industry 


Petroleum Products Dealers 
Automobile Wrecking 

Barrel and Drum Reclaimers 
Scrap and Waste Materials 
Solvent Reclaimers 

Waste Oil Reclaimers 


Services 


Furniture Refinishing 

Gasoline Service Stations 
Automotive Repair 

Photographic Services 

Hospitals and Clinics 

Industrial and Commercial Laundries 
Funeral Services _ 

Disinfecting & Exterminating 
Building Maintenance 


SIC 


4000-4799 

4911-4931 
4941 
4952 
4953 
4953 


5983-5989 
5015 
5085 
5083 
5093 
5093 


7641 
5541 
7532-7549 
7384 
8062-8072 
Yeui=(eag 
7261 
7342 
7349 


SIC (CANADIAN) 


4511-4599 
4911 
4931 
4999 
4999 
4999 


5111 
Bott 
5919 
Shi) 
SHES] 
5919 


6213 
6331 
6351-6399 
6571 
8611-8619 
9721-9729. 
9731 
9951 
9952-9959 
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SCHEDULE F1 - WASTE SURVEY REPORT 


REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
WASTE SURVEY REPORT 


SECTION 1 - General Information 


(a) Name of Person submitting report: 
(name) 
(Company name, corporation, (telephone no.) 
owner) 

(postal address) (postal code) 
(b) Company Officer responsible for effluent control: 

(name) (telephone no.) 
(c) Location of Premises: 


(number, street, or road, municipality) 
THE INFORMATION CONTAINED IN THIS REPORT TO THE BEST OF MY 
KNOWLEDGE AND BELIEF IS TRUE, COMPLETE AND ACCURATE. 


(authorized representative) 


(GE) i a ea (date) 
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SECTION 2 - Product or Service Information @ 


(a) Canadian or U.S. Standard Industrial Classification Codes (SIC) 


These are [] Canadian SICs or [] U.S. SICs. 


(b) Brief description of manufacturing or service activities: 
(Cc) Principal products produced or services rendered: 
(d) Number of employees: 
plant: Office: 
(e) Number of shifts per day: Number of days per week: 
(f) Are major processes: 
[ ] batch [ ] continuous [ ] both 


If batch, average number of batches per 24-hour day: 
(g) Is the production subject to seasonal variation: 


[] yes[] no 


If yes, briefly describe seasonal production cycle: 
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(h) Is there a special clean-up period: [] yes [] no 


If yes, briefly describe clean-up period activities: 


SECTION 3 - Waste Characteristics 


(a) Source of water supply: 


(b) Type of waste discharged (check all that apply): 


TYPE AVE. FLOW/DAY (m?/day) 
[ ] sanitary [ ] estimated [ ] measured 
[ ] noncontact cooling [ ] estimated [ ] measured 
.[ ] contact cooling | [ ] estimated [ ] measured. 
[ ] process i [ ] estimated [ ] measured 
[ ] other [ ] estimated [ ] measured 

(C) Wastes are discharged to (check ail that apply): 

PE AVE. FLOW/DAY (m?/day) 
[ ] sanitary #1 [ ] estimated [ ] measured 
[ ] sanitary #2 { ] estimated [ ] measured 
[ ] storm sewer #1 [ ] estimated [ ] measured 
{ ] storm sewer #2 [ ] estimated [ ] measured 
{ ] ground water [ ] estimated [ ] measured 
[ ] surface water [ ] estimated [ ] measured 
[ ] [ ] estimated [ ] measured 


evaporation 
If more than two(2) sanitary and/or storm sewer connections, please include. 


(d) Expected characteristics of wastes discharged to sanitary and storm sewers 
(complete Pollutant Information Sheets for the discharge to each sewer). 
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SECTION 4 - Physical Lay-Out 
Layout sketch of property (to scale or approximate) to co-ordinate buildings, 
pretreatment works, property boundaries, effluent lines, and sanitary and storm sewer 


connections. (Number sewer connections to Regional sewers so that they can be 
related to Pollutant Information Sheets). 


SECTION 5 - Regulation 309 Information 


For wastes discharged into or in connection to any sanitary sewer or combined sewer 
or storm sewer. 


(a) Generator registration number: 


SECTION 6 - Regulation 309 Information 


For wastes discharged into or in connection to any sanitary sewer or combined sewer 
or storm sewer (complete Section 6 for each sewer connection). 


(a) Description of waste: 
(b) Description of generating process: 
(c) Primary characteristic: 


Analytical data (if applicable): 


Name of Laboratory (if applicable): 


Waste Class: Hazardous Waste Number: 


(d) Secondary characteristic: 


Analytical data (if applicable): 


eS 
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SECTION 7 - Pretreatment 


Pretreatment devices or processes used for treating wastes or sludges before 
discharge to the sanitary sewer system (check as many as appropriate): 


Air flotation 

Centifruge 

Chemical precipitation 
Chlorination 

Cyclone 

Filtration 

Flow Equalization 

Grease or oil separation, type 
Grease trap 

Grit Removal 

lon Exchange 

Neutralization, pH correction 
Ozonation 

Reverse Osmosis 

Screening 

Sedimentation 

Septic tank 

Solvent separation 

Spill protection 

Sump 

Biological treatment, type 
Rainwater diversion or storage 
Other chemical treatment, type 
Other physical treatment, type 
Other, type 

No pretreatment provided 
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SECTION 8 - Pollutant Information Sheet (Controlled Matter) ? 


Please complete this section for each lateral sewer connection carrying industrial 
waste with access to the Regional sewer system. 


Information for: [ ] sanitary sewer [ ] storm sewer, sewer number 


Indicate by placing an "x" in the appropriate box for each listed parameter whether it is 
“suspected to be absent", "known to be absent", "suspected to be present" or "known 
to be present" and the known or expected concentration in milligrams per litre. 


CONCENTRA- 
KNOWN SUSPECTED KNOWN SUSPECTED TION 
PARAMETER PRESENT PRESENT ABSENT ABSENT mg/litre 


. chlorides [ ] 
. sulphates [ ] 
aluminum = [ ] 
iron [ ] 
fluoride | 
phosphoru [ ] 
. antimony [ ] 
. bismuth [ ] 
.chromium [] 
10. cobalt [fi 
11. lead [ ] 
12. manganese [ ] 
(] 
[] 
[] 
[] 
[] 
[] 
[] 
{ ] 
[] 
[] 
[] 
ie 


ODNOMNAhWNH- 


13. molybdenum 

14. selenium 

15. silver 

16. tin 

17. titanium 

18. vanadium 

19. copper 

20. cyanide 

21. nickel 

22. Zine 

23. arsenic 

24. cadmium 

25. phenolic 
compounds [ ] 

26. mercury (ial 


OOOO lean ees eee eee ees _ s e_ secs secs ses secs sees eeeeee_see_ese ess 
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SECTION 8 - Pollutant Information Sheet (Controlled Matter) 


CONCENTRAT- 
KNOWN SUSPECTED KNOWN SUSPECTED ION 
PARAMETER PRESENT PRESENT. ABSENT ABSENT mq/litre 


260F Tos 
29. oil & 
grease 
(animal / 
veg) (] (] [] [] 
30. oil & 
grease 
(mineral / 


syn) [] [] (] (] 
31. Kjeldahl 


nitrogen [] [] [] [] 


27. BOD [ ] la [ ] 
eo ] 
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SECTION 9 - Pollutant Information Sheet (No Discharge) 


Please complete this section for each lateral sewer connection carrying industrial 
waste with access to the Regional sewer system. 


Information for: [ ] sanitary sewer number [ ] storm sewer, sewer number 


Indicate by placing an "x" in the appropriate box for each listed parameter whether it Is 
"suspected to be absent", "Known to be absent", "suspected to be presented" or 
"known to be present" and the known or expected quantity. in kg/month. 


KNOWN SUSPECTED KNOWN SUSPECTED QUANTITY 
PARAMETER PRESENT PRESENT ABSENT ABSENT kg/month 


31. pesti- 

cides [] [] [ ] [] 
32. acute 

hazardous 

waste 

chemicals  [ 
33. fuels- [ ] ( ] (] (1 
34. hazardous 
; industrial 

wastes fats (] (a [} 
35. Nazardous 

waste 

chemicals [ ] [] icin [] 
36. ignitable 

wastes [] [] [] [ ] 
37. patholog- 

ical 

wastes [] (ai [] [] 
38. PCB 

wastes [] (] [] [] 
39. reactive 

wastes [a i] ota [] 
40. severely 

toxic - 

wastes [ ] [ ] [] [ ] 
41. waste 

radio- 

active 

materials [ ] [] [] [ ] 
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SCHEDULE G - OVERSTRENGTH DISCHARGE AGREEMENT FORM 


THIS AGREEMENT made this day of PACDOIS . 


Bee Wee GN: 
(hereinafter called the Regional Municipality) 
OF THE FIRST PART 
- and - 
(hereinafter called the Company) 

OF THE SECOND PART 

WHEREAS the Regional Municipality enacted By-law No. on the 

day of , relating to the discharge of sewage into any sanitary sewer or 


combined sewer in the Regional Municipality; and 


WHEREAS the said By-law prohibits the discharge of industrial sewage 
containing certain substances in quantities in excess of the limits set by the By-law but 
provides that the Regional Municipality may permit the discharge of industrial waste 
which would otherwise be prohibited by the said By-law to an extent fixed by 
agreement with the Regional Municipality under such conditions with respect to 
payment or otherwise as may be necessary to compensate for any additional costs of 
treatment; and 


WHEREAS the Company carries on an industrial activity within the Regional 
Municipality at premises Known as which 
activity produces a sewage discharge in which the quantity of one or more of 
Suspended Solids, Biochemical Oxygen Demand (hereinafter referred to as B.O.D.), 
Phenolic Compounds, Kjeldahl nitrogen, Phosphorus, or solvent extractable matter of 
animal and vegetable origin (hereinafter referred to as Grease) is above the 
permissible limits set out in the said By-law which results in materially adding to the 
cost of treatment at the Regional Municipality’s sewage works. 
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NOW THEREFORE THIS INDENTURE WITNESSES that the parties hereto 
mutually covenant and agree as follows: 


4 During the currency of this agreement, the QUANTITY OF SEWAGE 
DISCHARGED by the Company from its premises at 
to the sanitary sewer or combined sewer system shall not exceed 

cubic metres per day and the RATE OF SUCH DISCHARGE 
OF SEWAGE from the said premises shall not exceed cubic metres per hour. 


a During the currency of this agreement only, the QUALITY OF THE SEWAGE 
discharged by the Company from the said premises to the sanitary sewer or combined 
sewer system MAY EXCEED THE LIMITS SET BY THE BY-LAW with respect to the 
quantity of Suspended Solids, B.O.D., Phenolic Compounds, Grease, Phosphorus and 
Kjeldahl Nitrogen provided that they SHALL NOT EXCEED THE FOLLOWING LIMITS 
AT ANY TIME: 


(a) Suspended Solids - milligrams /litre 
(b) BeO:D; - . milligrams /litre 
(Cc) Phenolic Compounds - milligrams /litre 
(d) Grease - milligrams /litre 
(e) Phosphorus - milligrams /litre 
(f) Kjeldahl Nitrogen - milligrams /litre 
3. THE DISCHARGE OF SEWAGE BY the Company from the said premises 


containing Suspended Solids, B.O.D., Phenolic Compounds, Grease, Phosphorus or 
Kjeldahl Nitrogen, IN EXCESS OF che ABOVE LIMITS shail constitute a contravention 
of this agreement and thus a contravention of the By-law. 


4. (1) The COMPANY shail install and maintain suitable measuring devices approved 
by the Commissioner of Engineering in order to measure the quantity of 
sewage and all sewage covered in the agreement shail flow through these 
measuring devices. The measuring devices shail be positioned at the sanitary 
sewer monitoring manhole located farthest downstream on the sanitary sewer 
lateral, and located at a point just prior to entry into the Regional Municipality’s 
sanitary sewer system or else at a sampling point mutually agreed to by the 
Region and the Company. 


(2) Where, in the opinion of the Commissioner of Engineering, it is impractical to 
install and maintain suitable measuring devices in order to measure the 
quantity of sewage, then the Commissioner of Engineering may permit the 
utilization of water consumption records or such other method as he deems 
appropriate as a basis of estimating the quantity of sewage flowing to the 
Sewers. 
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(3) Any measuring device for the measuring of the quantity of sewage shall be 
read by persons appointed by the Commissioner of Finance for the purpose 
of calculating the overstrength discharge fee under this agreement. 


(4) The accuracy of the aforementioned measuring devices shall meet the current 
effluent MISA monitoring standards as published by the Ministry of the 
Environment. The Commissioner of Engineering reserves the right to 
challenge the accuracy of the measuring devices and may require calibration 
of these devices at the expense of the Company, said expense to be in 
addition to the other charges provided by this Agreement. 


(5) The quality of sewage shall be deemed to be as determined by tests 
conducted by or authorized by the Commissioner of Engineering or in such 
other manner as the Commissioner of Engineering shall approve and shall be 
in accordance with the Standard Methods, current at the date of testing. 


S: SUBJECT TO THE RIGHTS OF TERMINATION PROVIDED FOR HEREIN, this 
agreement shall remain in force from 
until December 31st, , and be automatically renewed on January 1st, , and 


annually thereafter, on the same terms and conditions provided the parties so agree in 
writing. 


6. THIS AGREEMENT MAY BE TERMINATED BY THE REGIONAL 
MUNICIPALITY at any time on 30 days written notice sent by registered mail 
addressed to the Company at the said premises, if: 


(a) The sewage is causing a health or safety hazard to sewage works 
employee; or 


(b) The sewage is causing damage to the sewers, materially increasing 
their maintenance costs or causing a dangerous condition; or 


(Cc) The sewage is causing damage to the sewage treatment process or 
causing a dangerous condition in the treatment works; or 


(d) The sewage is causing the sludge from the sewage works, to fail to 
meet criteria relating to contaminants for spreading the sludge on 
agricultural lands under the current Ontario’s Guidelines for Sewage 
Sludge Unitization on Agricultural Lands, or 


(e) The sewage is causing the sewage works effluent to contravene any 
requirement by or under the Ontario Water Resources Act, Eee), 
1980, Chapter 361 as amended, or the Environmental Protection Act, 
R.S.O. 1980, Chapter 141 as amended; or 
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(f) The sewage is causing a hazard to any person, animal, property, or 
vegetation; or 


(g) The sewage is contrary to By-law No. in any way other than 
as provided herein. 


le THIS AGREEMENT MAY BE TERMINATED BY THE REGIONAL . 
MUNICIPALITY at any time where there is an emergency situation of immediate threat 
or danger to any person, property, plant or animal life, or waters. 


8. THIS AGREEMENT MAY BE TERMINATED BY THE COMPANY at any time on 
30 days written notice sent by registered mail addressed to the Commissioner of 
Engineering of the Regional Municipality. 


9. IN THE EVENT OF RENEWAL IF THE REGIONAL MUNICIPALITY GIVES 
WRITTEN NOTICE sent by registered mail to the Company as aforesaid at any time 
within 30 days before or after the start of each calendar year, THAT THE AMOUNT OF 
THE OVERSTRENGTH DISCHARGE FEE OR ANY OF THE LIMITS HEREINBEFORE 
SET OUT ARE TO BE CHANGED and no new agreement can be reached between the 
Regional Municipality and the Company, this agreement may be terminated at the 
option of the Regional Municipality at any time without notice 90 days after the 
registered notice was sent. 


10. EXCEPT AS HEREIN OTHERWISE EXPRESSLY PROVIDED THE COMPANY 
SHALL CONFORM TO THE PROVISIONS OF THE SAID BY-LAW NO. of 
the Regional Municipality relating to the discharge of sewage and in the event of 
termination of this agreement the company shall conform to the provisions of the said 
By-law. 


11.(1) THE COMPANY HEREBY COVENANTS AND AGREES TO PAY TO THE 
REGIONAL MUNICIPALITY a fee based on an excess suspended solids of 
milligrams /litre, and excess B.O.D. of milligrams /litre, an 
excess phenolic compounds of milligrams /litre, an excess of grease of 
milligrams/litre, an excess of Kjeldahl nitrogen of 
milligrams /litre, an excess of phosphorus of milligrams /litre. The Quantity 
of the sewage discharged shall be determined as set out in section 4 of this 
agreement. The overstrength discharge fee for each quarter shall be based on the 
additional costs of treatment of the aforementioned sewage as set by the Regional 
Municipality annually. 


(2) The said overstrength discharge fee shall become due and be paid quarterly as 
levied by the Regional Municipality in each year of this agreement until terminated as 
herein provided. 
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(3) If the company agrees to do daily flow proportional sampling of the quantity of 
sewage and analyses those samples for quantities of those parameters in excess of 
By-law No. and these results can be verified by the Regional Municipality 
of Hamilton-Wentworth, then the fees for that year will be adjusted in the final. invoice 
of the calendar year to cover actual quantities discharged for that year. 


12. THE COMPANY COVENANTS AND AGREES TO PAY TO THE REGIONAL 
MUNICIPALITY on demand interest on overdue amounts at a rate of 2% above the 
current prime rate adjusted at the beginning of each fiscal quarter, with a minimum 
service charge of $5.00; and that interest will be charged after each thirty day interval 
the amount remains outstanding. 


13. THE REGIONAL MUNICIPALITY MAY TERMINATE THIS AGREEMENT at its 
option without notice if the Company fails for more than two months to pay an 
overdue amount but such termination shall not relieve the Company from its liability to 
make such payment. 


14. (1) Where the Company ‘has substantially reduced the quantity of the substances 
discharged under the terms of this agreement by reason of the installation of 
pretreatment facilities or a change in its processes or operations, the Company shall 
be entitled to a reduction in the overstrength discharge fee so that the payments shall 
be based on the reduced quantity discharged. 


(2) A reduction under Subsection (1) in the amount of the overstrength discharge 


fee shall not take effect until 30 days from the date that the Company notifies the 


Regional Municipality in writing of the change and until the Regional Municipality has 
had such additional time as may be necessary in the circumstances to take samples 
and re-evaluate the waste being discharged. 


15. THIS AGREEMENT SHALL ENURE to the benefit of, and be binding upon the 
heirs, executors, administrators, successors and assigns of the parties hereto. 
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IN WITNESS WHEREOF the parties hereto have hereunto affixed their Corporate Seals 
attested to by the hands of their respective proper officers in that behalf duly 
authorized. 


SIGNED, SEALED AND 
DELIVERED in the 
presence of: 


COMPANY NAME 

AUTHORIZED SIGNATURE(S) 
AUTHORIZED SIGNATURE(S) 
DATE 


REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH 


REGIONAL CHAIRMAN 


Approved COMMISSIONER OF FINANCE — 
Department of Engineering 


REGIONAL CLERK 


DATE 
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SCHEDULE H -SANITARY SEWER SURCHARGE AGREEMENT FORM 
THIS AGREEMENT made this day of PADIS. 


BeBe Wi GaN: 


(hereinafter called the Regional Municipality) 


OF THEAFIRST PART 


(hereinafter called the Company) 
OF THE SECOND PART 


WHEREAS the Regional Municipality enacted By-law No. on the 
day of , relating to the discharge of sewage into any sanitary sewer or 
combined sewer in the Regional Municipality; and 


WHEREAS the said By-law prohibits the discharge of water, that has. 
originated from a source separate from the potable water distribution system of the 
Regional Municipality but provides that the Regional Municipality may permit the 
discharge of industrial waste containing water which would otherwise be prohibited by 
said By-law to an extent fixed by agreement with the Regional Municipality under such 
conditions with respect to payment or otherwise as may be necessary to compensate 
for any additional costs of treatment; and 


WHEREAS the Company carries on an industrial activity within the Regional 
Municipality at premises known as which activity 
produces a sewage discharge which contains water that has originated from a source 
separate from the potable water distribution system of the Regional Municipality which 
is contrary to By-law and which results in materially adding to the cost of 
treatment at the Regional sewage works. 
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NOW THEREFORE THIS INDENTURE WITNESSES that the parties hereto 
mutually covenant and agree as follows: 


T, During the currency of this agreement, the QUANTITY OF SEWAGE 
DISCHARGED by the Company from its premises at 
to the sanitary sewer or combined sewer system shall not exceed 

cubic metres per day and the RATE OF SUCH DISCHARGE 
OF SEWAGE from the said premises shall not exceed cubic metres per 
hour. 


2.(1) |The COMPANY shall install and maintain suitable measuring devices approved 
by the Commissioner of Engineering to measure all water originating from a 
source separate from the Regional potable water distribution system that has 
access to the Regional sanitary sewer or combined sewer system. 


(2) Any device for measuring water that has originated from a source separate 
from the Regional potable water distribution system shall be read by persons 
appointed by the Commissioner of Finance to calculate the sanitary sewer 
surcharge under this agreement. 


3. SUBJECT TO THE RIGHTS OF TERMINATION PROVIDED FOR HEREIN, this 
agreement shall remain in force from 
until December 31st, , and be automatically renewed on January 1st, , and 


_ annually thereafter, on A the same terms and conditions provided the parties so < Agree in 
writing. 


4, THIS AGREEMENT MAY BE TERMINATED BY THE REGIONAL 
MUNICIPALITY at any time on 30 days written notice sent by registered mail 
addressed to the Company at the said premises, if: 


(a) The sewage is causing a health or safety hazard to sewage works 
employee; or 


(b) The sewage is causing damage to the sewers, materially increasing 
their maintenance costs or causing a dangerous condition; or 


(C) The sewage is causing damage to the sewage treatment process or 
Causing a dangerous condition in the treatment works; or 


(d) The sewage is causing the sludge from the sewage works, to fail to 
meet criteria relating to contaminants for spreading the sludge on 
agricultural lands under the current Ontario’s Guidelines for Sewage 


Sludge Unitization on Agricultural Lands; or 
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(e) The sewage is causing the sewage works effluent to contravene any 
requirement by or under the Ontario Water Resources Act, R.S.O. 
1980, Chapter 361 as amended, or the Environmental Protection Act 
(Ontario), R.S.O. 1980, Chapter 141 as amended; or 


(f) The sewage is causing a hazard to any person, animal, property, or 
vegetation; or 


(g) The sewage is contrary to By-law No. in any way other than 
as provided herein. 


oy. THIS AGREEMENT MAY BE TERMINATED BY THE REGIONAL 
MUNICIPALITY at any time where there is an emergency situation of immediate threat 
or danger to any person, property, plant or animal life, or waters. 


6. THIS AGREEMENT MAY BE TERMINATED BY THE COMPANY at any time on 
30 days written notice sent by registered mail addressed to the Commissioner of 
Engineering of the Regional Municipality. 


os IN THE EVENT OF RENEWAL IF THE REGIONAL MUNICIPALITY GIVES 
WRITTEN NOTICE sent by registered mail to the Company as aforesaid at any time 
within 30 days before or after the start of each calendar year, THAT THE AMOUNT OF 
THE SANITARY SEWER SURCHARGE OR ANY OF THE LIMITS HEREINBEFORE SET 
OUT ARE TO BE CHANGED and no new agreement can be reached between the 
Regional Municipality and the Company, this agreement may be terminated at the 
option of the Regional Municipality at any time without notice 90 days after the 
registered notice was sent. 


8. EXCEPT AS HEREIN OTHERWISE EXPRESSLY PROVIDED, THE COMPANY 
SHALL CONFORM TO THE PROVISIONS OF THE SAID BY-LAW of the Regional 
Municipality relating to the discharge of sewage and in the event of termination of this 
agreement the company shall conform to the provisions of the said By-law. 


9. THE COMPANY HEREBY COVENANTS AND AGREES TO PAY TO THE 
REGIONAL MUNICIPALITY a sanitary sewer surcharge on the quantity of water 
received from a source separate from the potable water distribution system of the 
Regional Municipality. The sanitary sewer surcharge will be calculated in accordance 
with Schedule "A" of the Regional By-law No. 2-75, as amended. A credit may be 
available against, and in an amount not greater than the aforementioned sanitary 
sewer surcharge for any Regionally supplied potable water that is treated by the 
Company and discharged directly to Lake Ontario or Hamilton Harbour upon 
verification by the Regional Municipality. 


1G: THE SAID SANITARY SEWER SURCHARGE shall become due and be paid 
quarterly as levied by the Regional Municipality in each year of this agreement until 
terminated as herein provided. 
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Vale THE COMPANY COVENANTS AND AGREES TO PAY TO THE REGIONAL 
MUNICIPALITY on demand interest on overdue amounts at a rate of 2% above the 
Current prime rate adjusted at the beginning of each fiscal quarter, with a minimum 
service charge of $5.00; and that interest will be charged after each thirty day interval 
the amount remains outstanding. 


12. THE REGIONAL MUNICIPALITY MAY TERMINATE THIS AGREEMENT at its 
option without notice if the Company fails for more than two months to pay an 
overdue amount but such termination shall not relieve the Company from its liability to 
make such payment. 


13. THIS AGREEMENT SHALL ENURE to the benefit of, and be binding upon the 
heirs, executors, administrators, successors and assigns of the parties hereto. 


IN WITNESS WHEREOF the parties hereto have hereunto affixed their 
Corporate Seals attested to by the hands of their respective proper officers in that 
behalf duly authorized. - 

SIGNED, SEALED AND 
DELIVERED in the 


presence of: 
COMPANY NAME 


AUTHORIZED SIGNATURE(S) 
AUTHORIZED SIGNATURE(S) 
DATE 


REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH 


REGIONAL CHAIRMAN 
Approved COMMISSIONER OF FINANCE 
Department of Engineering 


REGIONAL CLERK 


DATE 
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SCHEDULE | - LETTER OF AGREEMENT FOR COMPLIANCE PROGRAM 


Address: Date: 


Attention of: 


COMPLIANCE PROGRAM NUMBER 


In accordance with the provision of Section of 

By-law , yOu are hereby 
granted a compliance program for your attached program identified in Appendix | 
subject to tale following conditions: 


ie paras the period covered by this compliance program only, the quality of the 
(sewage, uncontaminated water, 
or TUES discharged by your Company from the said premises to the 
(sanitary, combined or storm) sewer | 
system or land drainage works may exceed the limits set by By-law 
with respect to the parameters listed below provided that they 
shall not exceed the following limits at any time: 


parameter limit (maq/litre 


EN OO 
SaoOaQaA0 0 
SS ss Se 


2. The discharge of (sewage, 
uncontaminated water or stormwater) by your Company from the said 
premises containing the parameters listed in Item 1 in excess of the limits 
listed in Item 1 shall constitute a contravention of this compliance program 
and thus a contravention of the said by-law. 


3(a) The Region shall levy fees for the cost of treatment of non-complying effluent 
which is specified in this compiiance program. 
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The said fees shall become due and be paid quarterly as levied by the 
Regional Municipality in each year of this compliance program until terminated 
or completed as herein provided. 


Your Company must agree to pay to the Regional Municipality on demand 
interest on overdue amounts at a rate of 2% above the current prime rate 
adjusted at the beginning of each fiscal quarter, with a minimum service 
charge of $5.00; and that interest will be charged after each thirty day interval 
the amount remains outstanding. 


The Regional Municipality may terminate this compliance program at its option 
without notice if your Company fails for more than two months to pay an 
overdue amount but such termination shall not relieve your Company from its 
liability to make such payment. 


The compliance program may be terminated at any time on 30 days written 
notice sent by registered mail addressed to the Company at the said 
premises, if 


(a) The sewage is causing a health or safety hazard to sewage works 
employee; or 


(2) The sewage is Causing damage to the sewers, materially increasing 


their maintenance costs or causing a dangerous condition; or 


(Cc) The sewage is causing damage to the sewage treatment process or 
Causing a dangerous condition in the treatment works; or 


(d) The sewage is causing the siudge from the sewage works, to fail to 
meet criteria relating to contaminants for spreading the sludge on 


agricultural lands under Ontario’s Guidelines for Sewage Sludge 
Unitization on Agricultural Lands (as revised January, 1986), or 


(e) The sewage is causing the sewage works effluent to contravene any 


requirement by or under the Ontario Water Resources Act or the 
Environmental Protection Act (Ontario). 


(f) The sewage is causing a hazard to any person, animal, property, or 
vegetation. 
(g) The sewage is contrary to By-law No. in any way other than 


as provided herein. 


(The above clauses should be appropriately changed if the 
compliance program is being issued for the discharge of stormwater.) 


eh) 


4. The compliance program may be terminated at any time where there is an 
emergency situation of immediate threat or danger to any person, property, 
plant or animal life, or waters. 


: This compliance program shall remain in force until 
provided the following timetable is adhered to: 


SCHEDULED SCHEDULE 
COMPLIANCE COMMENCEMENT COMPLETION 
PROGRAM ACTIVITIES DATE DATE 


a. Select Engineer 


b. Engineering Investigation of 
Plant Conditions (Industrial 
Process Review & Wastewater 
Characterization) 


c. Select Treatment Process & 
Design Criteria (Treatability 
Studies) 


d. Detailed Design of Treatment 
System (Plans & Specifications) 


e. Preparation of Operations 
Manual 


f. Select Contractor for 
Installation /Construction 


g. Commence Construction 


i. Site Preparation (survey, 
excavation etc.) 


ii. Foundation Work & Under- 
ground Utilities (slabs, 
sewer, etc.) 


lil. Structural Work (bldgs.., 
etc.) 


IV. Mechanical Work (control 
panels, etc.) 


56 


V. Electrical Work (control 
panels, etc.) 


vi. Site Finish Work (fences, 
Clean-up, etc.) 


h. Pretreatment System Start Up 


6. You must, however, take all necessary steps to ensure that all other 
conditions and parameters listed in the By-Law are not exceeded, as there are 


no other exemptions. 


ie You must acknowledge your acceptance of this compliance program by 
returning a signed and sealed copy of this Letter of Agreement for compliance 
Program within 30 days of your receipt of the Letter of Agreement. 


REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


REGIONAL CHAIRMAN : 


COMMISSIONER OF FINANCE 


REGIONAL CLERK 


DATE 


SIGNED AND ACCEPTED BY: 


AUTHORIZED REPRESENTATIVE(S) 


AUTHORIZED REPRESENTATIVE(S) 


COMPANY NAME 


DATE 


Approved 
Department of Engineering 


(Company seal) 
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Y/ 
SCHEDULE J - COMPLIANCE PROGRAM PROGRESS REPORT* 


COMPANY NAME: ADDRESS: 
DATE SUBMITTED: AUTHTORIZED 
mane REPRESENTATIVE. 
7 COMPLIANCE PROGRAM ACTIVITY DESCRIPTION: 
2. SCHEDULED COMPLETION DATE FOR ABOVE ACTIVITY: 
3, ACTIVITY COMPLETED ON SCHEDULE? YES[] NO[] 
4. IF NOT ON SCHEDULE, INDICATE ANTICIPATED COMPLETION DATE: 
5. STATE REASON FOR DELAY, IF APPLICABLE: 
6. WHAT ACTION HAS BEEN INITIATED TO RETURN PROJECT TO ORIGINAL 
SCHEDULE? 


*Report is to be submitted within 14 days after scheduled completion of each Activity 
listed in the Compliance Program. 


Bill No. L430 


% THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAw No, R89-069 


BEING A BY-LAW TO AMEND BY-LAW 
NO. R79-172 -— THE REGIONAL SANITARY 
SEWER AND PRIVATE DRAIN BY-LAW 


WHEREAS Regional Council did approve Item 2 of Finance and Personnel Committee 
Report 13-88 on December 20, 1988. 


NOW THEREFORE, the Council of The Regional Municipality of Hamilton-Wentworth 
enacts as follows: 


(1) That Schedule "C* to Regional By-law R79-172 is hereby repealed and 
that Schedule “C” attached to this By-law be substituted therefor. 


zZ) That paragraph (b) of subsection 1 of section 5 of Regional By-law 
R79-172 is hereby repealed and the following substituted therefor: 


(b) Upon the execution and registration on title of an Agreement in 


the form set forth in Schedule "A", and the owner of the land is 
to pay to the Region 


=] (i) Seven hundred and ten dollars, ($710.00) where one sewer is 
to be connected. 


(ii) One thousand and ten dollars, ($1,010.00) where a sanitary 
and storm sewer is to be connected. 


(3) In all other respects, the contents of Regional By-law R/9-172 are 
hereby confirmed unchanged. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED 


this 16th day of May <1 9o0- 


Approved 
9 as to form 
COE 


Regional 
Solicitor 


Doc Id. 0035¢c/45 


SCHEDULE “C“ 


SCHEDULE OF FEES FOR SEWER PERMITS 


(Referred to in Sections 7, 13 & 15) 


i (1) Basic Fee for any permit... .....-.-eseee errr eeerecccces $ 


(2) In addition to the basic fee described in 
subsection (1) hereof, the following fees 
are payable, 


(a) for a sanitary yard sewer and a sanitary 
private drain, or for either one individually....$ 


(b) for a storm water yard sewer and a storm 
water private drain, or for either one 


individually. ..........2ccesccesssscesssscccseess $ 
(c) for a lateral connection to a yard sewer.......-. $ 
(d) for a catchbasin including connection to a 
storm water yard Sewer. ...... eee secre eee eee reece $ 
Zs (1) Annual fee for a permit to discharge septic tank 
wastes (including basic fee) ........ eee e eee cece esecees $ 


(2) In addition to the fee described in subsection (1) 
hereof, the following fees are payable, 


(a) for the discharge of septic tank or holding tank 
wastes, $5.50 for each 2500L, or part thereof, of 
the net capacity of the vehicle making such 
discharge, provided that in no case shall the fee 
for each load discharged be less than $11.00. _ 


b) for the discharge of septic tank or holding 
tank wastes at the Mountain Transfer Station, 
$2.20 per 1000 kg., provided that in no case 
shall the fee for each load discharged be less 

== than $11.00. 


NOTE: Books of tickets may be purchased at the same 
time as the annual permit. 


Doc Id. 0035c/4& 
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10.00 


10.00 


10.00 


10.00 


36.00 
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THE REGIONAL MUNICIPALITY OF. HAMILTON-WENTWORTH 


BY-LAW NO. _ 229-134 
BEING A BY-LAW TO AMEND THE 


REGIONAL SEWER AND DRAIN BY-LAW NO. R79-172 


WHEREAS Regional Council, at its meeting of January 17, 1989 did approve of item 11 
of Report No. 01-89 of the Engineering Services Committee which adopted a Regional 


Sewer - Street Tree Policy; 


WHEREAS Regional Council at its meeting of January 17, 1989 also authorized the 
preparation of a by-law to amend the Regional Sewer and Drain By-law No. 79-172 which 
reflects the said Regional Sewer - Street Tree Policy; 


NOW. THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1: That Subsection 11(3) of Regional By-law No. R79-172, as amended, be repealed 
and the following substituted therefor: 


11(3)(@) 


(b) 


(c) 


Notwithstanding subsection (1) of this section, where the 
Commissioner of Engineering is satisfied that the blockage of a 
private drain or yard sewer is caused by the roots of a Regional tree, 
the Regional Corporation will assume 100% of the full cost and 
expense of the removal of the roots in the private drain or yard sewer. 


If the removal of the roots. of Regional trees which block a private 
drain or yard sewer is required twice or more in one year, the 
Commissioner of Engineering and the owner of lands will cost share 
on a 50/50 basis either the removal of the tree or the replacement of 
the private drain or yard sewer. The replacement private drain or yard 
sewer will be constructed of material suitable to the Commissioner 
of Engineering or relocated in an area where it will not be affected by 
Regional tree roots. . 


lf the blockage of a private drain or yard sewer is caused by roots of 
a Regional tree which is an endangered species or historic, the 
Commissioner of Engineering will decide to either continue with a 
scheduled removal of the Regional tree roots in the private drain or 
yard sewer at the Regional Corporation’s full cost and expense or to 
cost share on a 50/50 basis with the owner of lands to replace the 
private drain or yard sewer. The replacement private drain or yard 
sewer will be constructed of material suitable to the Commissioner of 
Engineering or relocated in an area where it will not be affected by 
Regional tree roots. 


11(4) In this section, “Regional tree" means a tree located on a Regional Road or 
on Regional property. 


2. In all other respects, the contents of Regional By-law R79-172, as amended, are 
hereby confirmed unchanged. 


_ READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED this 
18th day of July, 1989. 


CHAIRMAN 


Bill No. 1545 


— - = 


TE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. _R89-135 


BEING A BY-LAW TO AMEND 
THE REGIONAL SEWER ; 
AND DRAIN BY-LAW NO. R79-172 ae — 


) . 

WHEREAS on May 16, 1989, Regional Council did approve By-law R89-069, being a by- 
law to amend The Regional Sewer and Drain By-law No. R79-172, which included a 
revised Schedule of Fees known as Schedule C; 

AND WHEREAS the Fees set out in Section 2 of the said Schedule C should therefore be 
repealed as said Fees for 1989 are already set out in the Regional Sewer Use By-law No. 
R89-049 which came into force and took effect on April 10, 1989. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


te That Section 2 of Schedule C of By-law No. R79-172, as amended by By-law No. 
R89-069, is hereby repealed. 


a In all other respects, the contents of Regional By-law R79-172, as amended, are 
hereby confirmed unchanged. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED 


this jg dayof july + 1989. ne: | | 
oe a df 
CHAIRMAN i 
Approved 
as {a form 
Region 


Solicitor 


\ 
= (1) 
(2). 
mat 
oo 
2. (1) 
(2) 
NOTE: 


SCHEDULE "C™ 


SCHEDULE _OF FEES FOR S Ewer time © RMer oes 


(Referred to in Sections 7, 13 & 15) 


Basic Fee for any permit..............5- Seg eee ee aleree $ 36.00 


In addition to the basic fee described in 
subsection (1) hereof, the following fees 
ace payable, 


(a) for « sanitary yard sewer and a sanitary 
peivate drain, or for either one individually....$ 10.00 


(b) foe @ storm water yard sewer and ea storm 
watec private drain, oc for either one 
individually ..2s..0....508 Sistas ay kler a auaneiarae eseuels hele ok 3 10.00 


(c) for a lateral connection to a yard sewer....... -.$ 10.00 


(d) fore a catchbasin including connection to a 
stocm water? Yard -SEWwee J chs wsneka ne tawachkossanee $ 10.00 


Annual fee for a permit to discharge septic tank : 
wastes (ineludiag basic €66@) . 5. S265. 05055 <wcoans paves 26.00 


In addition to the fee described in subsection (1) 
hereof, the following fees are payable, 


(a) foe the discharge of septic tank or holding tank 
wastes, $5.50 for each 2500L, oc pact thereof, of 
the net capacity of the vehicle making such 
discharge, provided that in no case shall the fee. 
for each load discharged be less than $11.00. 


b) for the discharge of septic tank or holding 
tank wastes at the Mountain Transfer Station, 
$2.20 per 1000 kg., provided that in no case 
shall the fee for each load discharged be less 
than $11.00. 


Beoks of tickets may be purchased at the same 
time as the annual permit. 


Doe Id. 0035¢/46 
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Authority: Finance & Personnel Committee 
* Report 13-89, Item 2 


; Bill No. 1621 
THE REGIONAL MUNICIPALITY OF HAMILTON- WENTWORTH 


BY-LAW NO. R89-209 


BEING A BY-LAW TO AMEND THE REGIONAL SANITARY SEWER 
AND PRIVATE DRAIN BY-LAW R79-172 


WHEREAS on October 17, 1989, the Council of the Regional Municipality of Hamilton- 


Wentworth did approve Item 2 of Finance and Personnel Committee Report 13-89 which 
authorized the 1990 user fees effective January 1, 1990; 


WHEREAS on October 17, 1989, the Council of the Regional Municipality of Hamilton- 


- Wentworth authorized that the appropriate Regional By-laws be changed to reflect the 


1990 user fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, 
to reflect the 1990 user fees under said By-law, 


NOW THEREFORE THE COUNCIL OF THE REGIONAP MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ale That Schedule "C" to Regional By-law R79-172, as amended, is hereby repealed 


and that Schedule "C" attached to this By-law be substituted therefor. 


pe That Section 5(1)(b) of Regional By-law R79-172, as amended, is hereby repealed 
and the following substituted therefor: 


§(1)(b) Upon the execution and registration on title of an Agreement in the 
form set forth in Schedule "A" to this By-law, and the owner of the 
land is to pay to the Region 


(i) Seven hundred and forty-five dollars ($745.00) where one 
sewer is to be connected; and 


(ii) One thousand and fifty-five dollars ($1055.00) where a sanitary 
and storm sewer is to be connected. 


3: That this By-law comes into force and takes effect on January 1, 1990. 


4, hh all other respects, the contents of Regional By-law R79-172, as amended, are . 
hereby confirmed unchanged. 


"READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND e) 
ENACTED THIS. 19th DAY OF _ December 1989. ) 


(2) 


SCHEDULE "C" 
SCHEDULE OF FEES FOR SEWER PERMITS 
(Referred to in Section 7) 


Basic Fee for amy Permit. ....-....scoes $40.00 
In addition to the basic fee described 
in subsection (1) hereof, the following 
fees are payable, 
(a) for a sanitary yard sewer and a sanitary 

private drain, or for either one 

individually $11.00 
(b) for a storm water yard sewer and a storm 

water private drain, or for either one 

individually tel L.00 
(c) for a lateral connection to a yard sewer $11.00 
(d) for a catchbasin including connection to a 

Storm water yard SCWeE..secssecsererseeeeeveee 511.00 - 


‘Authorization: Finance and Personnel 
. Reporc 1-90, Ttean #7 


ED 
ast BILL NO. 1633 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R90-007 


BEING A BY-LAW TO AMEND BY-LAW R89-049 BY 
IMPLEMENTING THE 1990 OVERSTRENGTH SEWAGE 
RATES 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth, at its 
meeting of December 19, 1989, did approve of Item No. 22 of Report No. 20-89 of the 
_ Engineering Services Committee which authorized Schedule "D" of Regional By-law No. 
R89-049 to be amended to reflect the cost of treatment of six parameters, namely 
B.O.D., Suspended Solids, Phenolic Compounds, Solvent Extractable Matter, Kjeldahl 
Nitrogen and Phosphorous; 


WHEREAS the Council of the Regional ‘Municipality of Hamilton-Wentworth, at its 
meeting of January 16, 1990, did approve of Item No. 7 of Report No. 1-90 of the 
Finance and Personnel Committee which authorized the rates for processing overstrength 
sewage to be increased by 5% effective January 1, 1990; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth, at 
its said meeting of January 16, 1990 did also authorize that Regional By-law R89-049 be 
amended to reflect the said increased rates for Processing overstrength sewage; 


NOW THEREFORE THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH HEREBY ENACTS AS FOLLOWS: 


Le That Schedule "D" to Regional By-law R89-049 is hereby repealed and that the 
Schedule attached to this By-law be substituted therefor. 


Zt In all other respects, the contents of Regional By-law R89-049, as amended, are 
hereby confirmed unchanged. 


Ds That this By-law comes into force and takes effect on January 1, 1990. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
ENACTED THIS16th DAY OF January sl oU: 


REGIO MAN REG AL CLERK 


Approved 


3s form 
meds 


Solicitor 


SCHEDULE "D" 
SCHPDULESOM TEES 


(REFERRED TO IN SECTIONS 4, 7 AND 8) 


Fee for an annual permit to discharge hauled sewage $ 36.00 


Discharge fees for hauled sewage 


a) 


b) 


c) 


Waste Transportation Systems with contents to be discharged only at 
Woodward and Dundas Sewage Treatment Plants and in compliance with 
Section 4(1): 


Woodward Avenue Sewage Treatment Plant $ 14.00 per load 
Dundas Sewage Treatment Plant $ 14.00 per load 


Waste Transportation Systems with contents to be discharged in compliance 
with Section 4(1), other than B.O.D. and Suspended Solids:. 


Woodward Avenue Sewage Treatment Plant $ 7.00/2500 litres, or 
part thereof,of the net 
capacity of the vehicle 
making such discharge 
(with a minimum 
charge of $14.00) 


Mountain Transfer Station . $ 2.80/1000 Kg. (with 
minimum charge of 
$ 14.00) 


Holding Tanks of 
Recreaticnal Vehicles $2700 


Schedule "D" eonaned 


a) 
b) 
c) 
d) 
€) 
f) 


a) 
b) 
c) 
d) 
€) 
f) 


Overstrength Discharge Fees 


B.O.D. 

Suspended Solids 

Phenolic Compounds 
Solvent Extractable Matter 
Kjeldahl Nitrogen 


Phosphorous 


Compliance Program Fees 


5.0:D; 

Suspended Solids 

Phenolic Compounds 
Solvent Extractable Matter 


Kjeldahl Nitrogen 


Phosphorous 


29.03 cents/Kg. 
23.71 cents/Kg. 
29.03 cents/Kg. 
24.77 cents/Kg 
106.68 cents/Kg. 


71.13 cents/Kg. 


29.03 cents/Kg. 
23.71 cents/Kg. 
29.03 cents/Kg. 
24.77 cents/Kg. 
106.68 cents/Kg. 


71.13 cents/Kg. 


ie BB QlstGiQey ele el Paes Re CSCS Sy Vee 
Report) 17-90, Liem} 
CM - December 18, 1990 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BLL Now 1780 
BY-LAW NO. R91-006 


BEING A BY-LAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


‘WHEREAS on December: 18, 1990, the Council of The Regional Municipality of 


Hamilton-Wentworth did approve Item 1 of Finance & Personnel Committee Report 17- 
90 which authorized the 1991 user fees effective January 1, 1991; 


WHEREAS on December 18, 1990 the Council of The Regional Municipality of 
Hamilton-Wentworth authorized that the appropriate Regional By-laws be changed - 
to reflect the 1991 user fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, 
to reflect the 1991 user fees under said By-law; 

NOW THEREFORE THE COUNCIL OF THE, REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: ie 


< 


ie That Schedule "C"™ to Regional By-law R79-172, as amended, is hereby 


repealed and that Schedule "C" attached to this By-law be substituted 
therefor. ; 
2 That Section 5(1)(b) of Regional By-law R79-172, as amended, is hereby 


repealed and the following substituted therefore: 


Sy) (Gay) Upon the execution and registration of title of an Agreement 
in the form set forth in Schedule "A" to this By-law, and the 
owner of the land is to pay to the Region 


(i) Eight hundred dollars ($800.00) where one sewer is 
to be connected; and 


(ii) One Thousand one hundred dollars ($1100.00) where a 
Sanitary and storm sewer is to be connected. 


ay That this By-law comes into force and takes effect on January 1, 1991. 


4. In all other respects, the contents of Regional Ey-law R79-17?, as 
amended, are hereby confirmed unchanged. 


READ A FIRST, SECOND and THIRD time and FINALLY PASSED AND ENACTED THIS 
15th DAY OF January +792: 


Regional Cl 
Apnroved 
a5nQ farm 


Legal 
Services 


SCHEDULE “C“ =R91-006 


SCHEDULE OF FEES FOR SEWER PERMITS 


(Referred to in Section 7) 


Basic Fee: tor any permit. ...4.1.45 5. shee oh ae eee $42.00 


In addition’ to the basic fee described 
in subsection (1) hereof, the following 
fees are payable, 


(a) 


(b) 


(c) 
(d) 


for a sanitary year sewer and a sanitary 
private drain, or for either individually......... $12.00 


for a storm water yard sewer and a storm 
water private drain, or for either one 


peclobhig Rei O hy gehen rc ea mein ens $12.00 


for a lateral connection to a yard sewer.......... $12.00 


for a catchbasin including connection to a 
StOrmyWacersVard Sewer nos oe ieee ae $12.00 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW No. R92-029 


BEING A BYLAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality 
of Hamilton-Wentworth passed and enacted Regional By-Law R79-172, known 
and referred to as "The Regional Sewer and Drain By-Law," 


WHEREAS ON December 17, 1991, the Council of the Regional Municipality 
of Hamilton-Wentworth did approve Item No. 21 of the Finance Committee 
Report 15-91 which authorized the 1992 user fees effective January 1, 
Too a 


WHEREAS ON December 17, 1991, The Council of the Regional Municipality 
of Hamilton-Wentworth authorized that the appropriate Regional By-Laws 
be changed to reflect the 1992 user fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as 
amended, to reflect the 1992 user fees under said By-law: 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACT AS FOLLOWS: 


ie That Schedule "C" to Regional By-Law R79-172, as amended, is hereby 
repealed and that schedule "C" attached to this By-Law be 
9 Substituted therefor. 


2 That Clause 5(1)(b) of Regional By-Law R7J7-17/2, as. amended, is 
hereby repealed and the following substituted therefor: 


SLi) Upon the execution and registration of title of an 
Agreement in the form set forth in Schedule "A" to this 
By-Law, and the owner of the land is to pay to the Region 
(1) One Thousand three hundred and seventy dollars 
($1370.00) where one sewer is to be connected; and 
(11) One Thousand seven hundred and thirty dollars 
($1730.00) where a sanitary and storm sewer is to 
be connected. 


aie In the event of conflict between the provisions and Schedules of 
this By-Law and the provisions and Schedules of the 1992 User Fees 
By-Law, being By-Law No. p9?_931, the provisions and Schedules of 
this By-Law prevail. 

4. in all other respects, the contents of Regional By-Law R79-172, as 
amended, are hereby confirmed unchanged 


PASSED AND ENACTED THIS Dt DAY Oe April pene Ss 


= A 


Regional Chairman Cee Regiona¥ Clerk 
5 ate Phas 


Bit “Nos 


Authority: Item 21, Finance Commttee Report 15-91 


(™: December 17, 1991 (FIN 91-188) 


1962 


SCHEDULE "c" 


SCHEDULE OF FEES FOR SEWER PERMITS 


‘2 Basic Fee for any permit 


In addition, to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) 


(b) 


(Cc) 


(dq) 


(e) 


@ «&) 


for a sanitary yard sewer and a 
Sanitary private drain, or for 
either one individually 


for a storm yard sewer and a 
storm water private arain, or for 
either one individually 


for a lateral connection to a 
yard sewer 


for a catchbasin including 
connection to a storm water 
yard sewer 


inspect storm sewer 


inspect sanitary sewer 


2a Special Sanitary Sewer Agreements 
(Clause 5(1)(b) (i) of the By-Law) 
3s Special Dual Sewer Agreements 


(Clause 5(1)(b)(i) of the By-Law) 


$44. 


$14. 


S144 


S14. 


224: 


oa 


ee 


1370.00 


seo On00 


00 


00 


OO 


00 


00 


00 


00 


Authority: 
CM: December 18, 1990 (FIN 90-179) 


Item 1, Finance and Personnel Committee Report 17-90 


Item 1l, Finance and Personnel Committee Report 1--9] 


@ CM: January 15, 1991 ( FIN 90-207) 


THE REGIONAL MUNICIPALITY OF HAMILTON -WENTWORTH 


BY-LAW NO. R93-124 BILL NO. 2195 


Being a by-law to amend Regional By-Law RO89-049 as amended, 
by implementing the 1991 User Fees and the 1991 Overstrength 
Sewage Rates. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of December, 1990 did approve Item 1 of Report 17-90 of the Finance and 
Personnel Committee which authorized the 1991 User Fees effective January 1, 
1291; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of December, 1990 authorized that the appropriate Regional By-laws be 
changed to reflect the 1991 User rece. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
15th day of January, 1991 did approve Item 11 of Report 1-91 of the Finance and 
Personnel Committee which authorized the 1991 Overstrength Rates effective 
January 1, 1991; 


AND WHEREAS the Council of the Regional Municipality Hamilton-Wentworth on the 
15th day of January, 1991 authorized that the appropriate Regional By-laws be 
changed to reflect the 1991 Overstrength Rates; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON -WENTWORTH 
ENACTS AS FOLLOWS: 


Vue That Schedule “D" to Regional By-law R89-049, as amended, is hereby 
repealed and that the schedule attached to this By-law be substituted 
therefor. 

Passed and Enacted this oth day of October 293%, 


CFG gn ks 


SCHEDULE “)p" 
ee) SCHEDULE OF FEES 


(REFERRED TO IN SECTIONS 4,7 AND 8) 


iI Fee for an annual permit to discharge hauled sewage 
esp Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to 


Woodward and Dundas Sewage Treatment Plants a 
SeCt One (1 


Woodward Avenue Sewage Treatment Plant 
Dundas Sewage Treatment Plant 


b) Waste Transportation Systems with contents 
compliance with Section ati), other than BO Dp. 


ee] Woodward Avenue Sewage Treatment Plant 


Mountain Transfer Station 


e)) Holding Tanks of 
Recreational Vehicles 


936.00 


be discharged only at 
nd in compliance with 


$14.00 per load 
$14.00 per load 


to be discharged in 
and Suspended Solids: 


$7.00/2500 litres ,or 
part thereof, of the 
net capacity of the 
vehicle making such 
discharge (with a 
minimum charge of 


(514.00) 


$2.80/1000 Kg. (with 
a minimum charge of 
Se 200) 


2700 


ry 


Schedule "D" continued 


Bx, Overstrength Discharge Fees 
a) Bea De 
b) Suspended Solids 
cs) Phenolic Compounds 
d) Solvent Extractable Matter 
= Kjeldahl Nitrogen 
f) Phosphorous 


a) 
b) 
c) 
d) 
e) 


f) 


Compliance Program Fees 


BO De 

Suspended Solids 

Phenolic Compounds 

Solvent Extractable Matter 
Kjeldahl Nitrogen 


Phosphorous 


30 


2" 


gO" 


25 


63 


eer 


o3 


23 


sD 


.04 


cents/Ke, 
cents/Kg. 
cents/Ke - 
eents/Ke. 
cents/Kg. 


cents /Ke. 


cents/Kg. 
Cenes/ Ke. 
Genes /Ke. 
cents/Kg. 


cents/Kg. 


cents/Kg. 


{tem 21, Finance Committee Report 15-9] 
CM: December 17, 1991 (FIN 91-188) 
Item 13, Finance Committee Report 1-92 
CM: January 21, 1992 (FIN 92-011) 


Authority: 


THE REGIONAL MUNICIPALITY OF HAMILTON -WENTWORTH 


BY-Law no, R93-125 BILL NO. 2196 


Being a by-law to amend Regional By-Law RO89-049 as amended, 
by implementing the 1992 User Fees and the 1992 Overstrength 
Sewage Rates. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of December, 1991 did approve Trem 21 of Reporte 15-91 of the Finance and 
Personnel Committee which authorized the 1992 User Fees effective January 1, 
i232. 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of December, 1991 authorized that the appropriate Regional By-laws be 
changed to reflect the 1992 User Fees; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
ist. day of January, 1992 did approve Item 13 of Report 1-92 of the Finance and 
Personnel Committee which authorized the 1992 Overstrength Rates for 1992 
effective January 1, 1992: 


AND WHEREAS the Council of the Regional Municipality Hamilton-Wentworth on the 
fist day of January, 1992 authorized that the appropriate Regional By-laws be 
changed to reflect the 1992 Overstrength Rates; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


= That Schedule "D" to Regional By-law R89-049, as amended, is hereby 
repealed and that the schedule attached to this By-law be 
substituted therefor. 


Passed and Enacted this Oth day of October pe 1903. 
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SGHE DUI R RAED 


SES OWI, YS IHIss 


CREFERRED TO IN SECTIONS 4,7 AND 3) 


ie Fee for an annual permit to discharge hauled sewage poe. 00 
z Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to be discharged only at 


Woodward and Dundas Sewage Treatment Plants and in compliance with 
SECIEnoia BCH) s 


Woodward Avenue Sewage Treatment Plant »22.30' per load 
Dundas Sewage Treatment Plant $15).30) pex load 
b) Waste Transportation Systems with contents to be discharged in 


compliance with Section 4(1), other than B.O.D. and Suspended Solids: 


Woodward Avenue Sewage Treatment Plant 97.63/2500 litres ,or 
part thereof, of the 
net capacity of the 
vehicle making such 
discharge (with a 
minimum charge of 


CSS, BO) 
Mountain Transfer Station $3.05/1000 Kg. (with 
a minimum charge of 
Sls, SOM 
c) Holding Tanks of 
Recreational Vehicles Nil 


Schedule 


MN) Bye 


continued 


be Overstrength Discharge Fees 


a) 
b) 
c) 
d) 
e) 


f) 


a) 
b) 
c) 
d) 
e) 


E) 


BO). D. 

Suspended Solids 

Phenolic Compounds 

Solvent Extractable Matter 
Kjeldahl Nitrogen 


Phosphorous 


Compliance Program Fees 


BO. D. 

Suspended Solids 

Phenolic Compounds 

Solvent Extractable Matter 
Kjeldahl Nitrogen 


Phosphorous 


Se 


Ze 


29". 


Zu. 


106. 
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Authority: Item 8, Finance Committee Report 14-92 
CM: November 17, 1992 (FIN 92-153) 

4 & Item 23, Finance Committee Revort 1-93 
CM: January 19, 1993 (FIN 93-025) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
CIEL ONO ee 2197 
RY3- 126 


BY-LAW NO. 


Being a by-law to amend Regional By-Law R089-049 as amended, 
by implementing the 1993 User Fees and the 1993 Overstrength 
Sewage Rates. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of November, 1992 did approve Item 8 of Report 14-92 of the Finance and 
Personnel Committee which authorized the 1993 User Fees effective January 1, 
UBER Se 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of November, 1992 authorized that the appropriate Regional By-laws be 
changed to reflect the 1993 User Fees; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of January, 1993 did approve Item 23 of Report 1-93 of the Finance and 
Personnel Committee which authorized the 1993 Overstrength Rates effective 
January I, Leos- 


AND WHEREAS the Council of the Regional Municipality Hamilton-Wentworth on the 
19th day of January, 1993 authorized that the appropriate Regional By-laws be 
changed to reflect the 1993 Overstrength Rates; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


i That Schedule "D" to Regional By-law R89-049, as amended, is hereby 
repealed and that the schedule attached to this By-law be suostituted 
tiexeror. 

Passed and Enacted this Stn day of October ceo s: 


SCHEDUEE RDS 


SCHEDULE OF FEES 


(REFERRED TO IN SECTIONS 4,7 AND 8) 


Me Fee for an annual permit to discharge hauled sewage Soo 00 
oe Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to be discharged only at 


Woodward and Dundas Sewage Treatment Plants and in compliance with 
Savcieaonn 4G!) < 


Woodward Avenue Sewage Treatment Plant $15.60 per load 
Dundas Sewage Treatment Plant 515.60 per load 


Waste Transportation Systems with contents to be discharged in 
compliance with Section 4(1), other than B.0O.D. and Suspended Solids: 


Woodward Avenue Sewage Treatment Plant S72807 2500 1a tres or 
part thereof, of the 
nét capacity of the 
vehicle making such 
discharge (with a 
minimum charge of 


(SMS: OO), 
Mowmitsaain DItansters Stardom 53), 15/1000 Ke. (with 
a minimum charge of 
SIS. CKO) 
c) Holding Tanks of 
Recreational Vehicles Nil 


Schedule 


Die 


continued 


Ne Overstrength Discharge Fees 


a) 
b) 
c) 
d) 
e) 


f) 


a) 
b) 
c) 
d) 
e) 


f) 


B,.O.D:. 

Suspended Solids 

Phenolic Compounds 

Solvent Extractable Matter 
Kjeldahl Nitrogen 


Phosphorous 


Compliance Program Fees 
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Solvent Extractable Matter 
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cents/Kg. 
cents/Kg. 
cents/Kg. 
ecents/Ke. 
cents/Kg. 


cents/Kg. 
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cCents/Ke: 
cents/Kg. 
cents/Kg. 
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Authority: Environmental Services 


oo Cammittee Report 11-93 
Item 1 


CM: November 16, 1993 


Bill No. 2215 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R 93-144 


Being a By-law to Amend The Regional Sewer and Drain By-law No. R79-172, as amended, 
regarding indemnity bond requirements 


WHEREAS Section 72 of the Regional Municipalities Act, R.S.O. 1990, c. R.8, as amended, 
provides that the Regional Corporation has the sole responsibility for the collection and 
disposal of all sewage in the Regional Area and that all provisions of any general Act 
relating to such collection and disposal of such sewage and the financing thereof by a 
municipal corporation or a local board thereof and all the provisions of any special Act 
relating to such collection and disposal of such sewage and the financing thereof by an area 
municipality or a local board thereof apply with necessary modifications to the Regional 
Corporation, except the power to establish a public utilities commission; 


AND WHEREAS on the 6th day of November, 1979, the Council of The Regional 
Municipality of Hamilton-Wentworth did pass and enact By-law No. R79-172, known as "The 
Regional Sewer and Drain By-law", being a by-law to regulate the use of public and private 
sewers and drains and the installation and connection of building sewers and drains in the 
Regional Municipality of Hamilton-Wentworth; 


AND WHEREAS on the 16th day of November, 1993, the Council of The Regional 
Municipality of Hamilton-Wentworth did approve of Item 1 of Report No. 11-93 of the 
Environmental Services Committee and thereby did authorize the passing and enactment 
of this By-law to amend The Regional Sewer and Drain By-law to increase the amount of 
the indemnity bond required under said By-law from $5,000.00 to $15,000.00; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


i That Clause 7(2)(a) of The Regional Sewer and Drain By-law No. R79-172, as 
amended, be further amended by striking out the words "$5,000.00" after the words 
"sum of" in the sixth line and by substituting therefor "$15,000.00". 


ay 


| D Zz That Schedule "I" to The Regional Sewer and Drain By-law No. R79-172, as 
amended, be further amended by: 


(a) striking out the words "Five Thousand Dollars ($5000.)" after the words 
"amount of" in the fifth line of the first paragraph of said Schedule "I" and 
substituting therefor the words "Fifteen Thousand Dollars ($15,000.00)"; and 


(b) striking out the words "Five Thousand Dollars ($5,000.)" before the words 
"made necessary" in the eighth line on page 2 of said Schedule "I" and 
substituting therefor the words “Fifteen Thousand Dollars ($15,000.00)". 


D: That in all other respects, the contents of The Regional Sewer and Drain By-law No. 
R79-172, as amended, are hereby confirmed unchanged. 


PASSED AND ENACTED this 16th day of November lee eu 
@ Re alr Regionaj /Clerk 
" soraved 
S geen 
Sorices 


Authority: Item 2, Finance Committee Report 13-93 
g, CM: November 16, 1993 (FIN 93-150) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH BILL NO. 2268 


BY-LAW NO. p94-041 
BEING A BYLAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of Hamilton- 
Wentworth passed and enacted Regional By-Law R79-172, known and referred to as "The Regional 
Sewer and Drain By-Law," 


WHEREAS ON November 16, 1993, the Council of the Regional Municipality of Hamilton- 
Wentworth did approve Item No. 2 of the Finance Committee Report 13-93 which authorized the 
1994 user fees effective January 1, 1994; 


WHEREAS ON November 16, 1993, The Council of the Regional Municipality of Hamilton- 
Wentworth authorized that the appropriate Regional By-Laws be changed to reflect the 1994 user 
fees: 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, to reflect 
the 1994 user fees under said By-law: 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACT AS FOLLOWS: 


1 That Schedule "C" to Regional By-Law R79-172, as amended, is hereby repealed and that 
& schedule "C" attached to this By-Law be substituted therefor. 
Z 


That Clause 5(1)(b) of Regional By-Law R79-172, as amended, is hereby repealed and the 
following substituted therefor: 


S(1)(b) Upon the execution and registration of title of an Agreement in the form set 
forth in Schedule "A" to this By-Law, and the owner of the land is to pay to 
the Region 
(i) One Thousand four hundred and forty dollars ($1,440.00) where one 

sewer is to be connected; and 
(ii) One Thousand eight hundred and twenty dollars ($1,820.00) where a 
Sanitary and storm sewer is to be connected. 


) | y In all other respects, the contents of Regional By-Law R79-172, as amended, are hereby 
confirmed unchanged 


PASSED AND ENACTED THIS 19th DAY OF _ April , 1994. 


Regi ts 


Ade. ON ed 
2 ig 


Services 


} ) SCHEDULE "C" 


SCHEDUEE OF FEES FOR SEWERAPERMITS 


1. Basic Fee for any permit $45.00 


In addition to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) for a Sanitary yard sewer and a 
Sanitary private drain, or for 
either one individually $16.00* 


(b) for a storm yard sewer and a 
storm water private drain, or for 


either one individually $16.00* 
(c) for a lateral connection to a 
yard sewer $16.00* 


ae (d) for a catchbasin including 
connection to a storm water 


yard sewer $16.00* 
(e) inspect storm sewer $16.00* 
(f) inspect sanitary sewer $16.00* 
Zz. Special Sanitary Sewer Agreements $1440.00 


(Clause 5(1)(b)(i) of the By-Law) 


ey Special Dual Sewer Agreements $1820.00 
(Clause 5(1)(b)(i) of the By-Law) 


- Includes GST. 


| 45 


Authority: Item 2, Finance Committee Report 13-93 
CM: November 16, 1993 (FIN 93-150) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
OE BAMIETON-WENT WORTH 


e BY-LAW NO. R94-042 


BILL NO. 2269 


Being a by-law to amend Regional By-law R89-049, as amended, by implementing the 1994 
User Fees and the 1994 Overstrength Sewage Rates. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 16th 
day of November, 1993 did approve Item 2 of Report 13-93 of the Finance Committee 
which authorized the 1994 User Fees effective January 1, 1994: 


AND WHEREAS the Council of the Regional Municipality of Hamilton- Wentworth on the 
16th day of November, 1993 authorized that the appropriate Regional By-laws be changed 
to reflect the 1994 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 18th 
day of January, 1994 did approve Item 8 of Report 1-94 of the Finance Committee which 
authorized the 1994 Water and Sewer Rates effective January 1, 1994: 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of January, 1994 authorized that the appropriate Regional By-laws be changed to 
% reflect the 1994 Water and Sewer Rates effective January 1, 1994- 
i 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ie That schedule "D" of Regional By-law R89-049, as amended, is hereby repealed, and 
the schedule "D" attached to this By-law be substituted therefor. 


SCHEDULE "D" TO BY-LAW R89-049 


SCHR EDULEOR EEES 


(REFERRED TO IN SECTIONS 4, 7 AND 8) 


ie For an annual fee permit to discharge hauled sewage $39.00 
Pas Permit refund service charge - Sewers $10.00 
oe Discharge fees for hauled sewage 


Holding Tanks 


a) Waste Transportation Systems with contents to be discharged only at 
Woodward and Dundas W.W.T.P. and in compliance with Section 4(1): 


Woodward Avenue W.W.T.P. $18.00 per load* 


Dundas W.W.T.P. $18.00 per load* 


Septic Waste Tanks 


b) Waste Transportation Systems with contents to be discharged in compliance 
with Section 4(1), other than B.O.D. and Suspended Solids; 


1) Woodward Avenue W.W.T.P.: 
$9.00/2500 litres, or part thereof, of the net capacity of the vehicle making 
such discharge (with a minimum charge of $18.00)* 


11) Dundas W.W.T.P.: 
$9.00/2500 litres, or part thereof, of the net capacity of the vehicle making 


such discharge (with a minimum charge of $18.00)* 


iil) Mountain Transfer Station: 
$3.60/1000kg. (with a minimum charge of $18.00)* 


c) Holding Tanks of Recreational Vehicles $5.00* 


* Includes GST. 


t 4. Overstrength Discharge Fees 


oe mingssa, 
SCT Sea cr a 
See ea aot 


oy Compliance Program Fees 


[ | Suspended solids | 27.60 cents/kg 
ld Solvent Extractable Matter 
fe | Kjeldant Nitrogen | 138.00 cents/g | 


6. Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 
a) Overstrength Agreements $90.00/quarter 
b) Surcharge Agreements $45.00/quarter 


Services Committe 
Report 3-95 (ENV 


-_ Authority: Item 10, Environn GS 


: — CM: February 21, 1995 


BILL NO.: 2378 
7 THE REGIONAL MUNICIPALITY OF HAMILTON- WENTWORTH 


BY-LAW Rg5-021 | 
BEING A BY-LAW TO AMEND BY-LAW R89-049, AS AMENDED 


WHEREAS pursuant to paragraph 150 of subsection 210(1) of the Municipal Act, R.S.O. 1990, 
chapter M.45, as amended, which is made applicable to The Regional Municipality of Hamilton- 
Wentworth by subsection 72(2) of the Regional Municipalities Act, R.S.O. 1990, chapter R.8, as 
amended, The Regional Municipality of Hamilton- Wentworth is empowered to prohibit, regulate 
and inspect the discharge of any gaseous, liquid or solid matter into land drainage works, private 


AND WHEREAS on the 4th day of April, 1989, the Council of The Regional Municipality of 
Hamilton-Wentworth did enact By-law R89-049, being a by-law to regulate the discharge of 
water and wastes into the Sanitary, combined and storm sewer systems of The Regional 
Municipality of Hamilton-Wentworth, and being known as The Sewer Use By-law; 


AND WHEREAS at its meeting of February 21, 1995, the Council of The Regional Municipality 


of Hamilton-Wentworth did approve of Item 10 of Report 3.95 of the 
Environmental Services Committee and did thereby authorize various amendments to The Sewer 
e Use By-law; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


ls That The Sewer Use By-law R89-049, as amended, (the "By-law") is further amended, 
by striking out every reference in said By-law to "Commissioner of Engineering" and by 
substituting in each case "Commissioner of Transportation/Environmental Services". 


2: That the said By-law be amended by striking out every reference in said By-law to 
"Ministry of the Environment" and by substituting in each case "Ministry of the 
Environment and Energy". 


Bie That the said By-law be amended by striking out every reference to the "Environmental 
Protection Act, R.S.O. 1980, Chapter 141 as amended" and by substituting in each case 
the "Environmental Protection Act, R.S.O. 1990, c. E.19, as amended". 


4, That the said By-law be amended by striking out every reference to the "Ontario Water 
Resources Act, R.S.O. 1980, Chapter 361 as amended" and by substituting in each case 
the "Ontario Water Resources Act, R.S.O. 1990, c. 0.40, as amended", 


12, 


That the said By-law be amended by striking out every reference to "Ontario Regulation 
309" and by substituting in each case "Ontario Regulation 347". 


That subsection 1(d) of the said By-law be repealed and the following substituted therefor: 


(d) “biochemical oxygen demand" means carbonaceous oxygen demand 
(biochemical) as determined by Method 5210-B in Standard 
Methods when an inhibiting chemical has been added to prevent 
ammonia oxidation. 


That subsection l(e) of the said By-law be repealed and the following substituted therefor: 


(e) "blowdown" means the discharge of recirculating noncontact 
cooling water or heating water for the purpose of discharging 
materials contained in the water, the further build-up of which 
would cause concentrations in amounts exceeding limits established 
by best engineering practices. 


That subsection 1(k) of the said By-law be repealed and the following substituted therefor: 
(k) "cyanide (total)" means cyanide as determined by Methods 4500- 

CN'B plus 4500-CN'C plus either Method 4500-CN‘F or Method 

4500-CN'E in Standard Methods. 
That subsection l(y) of the said By-law be repealed and the following substituted therefor: 
(y) "Kjeldahl Nitrogen" means organic nitrogen as determined by 

Method 4500-No.»'C plus 4500-NH;B plus either Method 4500- 

NH3°E or Method 4500-NH3°C in Standard Methods, 


That subsection 1(hh) of the said By-law be repealed and the following substituted 
therefor: 


(hh) "pesticides" means pesticides regulated under the "Pesticides Act, 
R.S.O. 1990, chapter P.11 as amended", 


That subsection 1 (ii) of the said By-law be repealed and the following substituted therefor: 
(11) "pH" means the logarithm to the base 10 of the reciprocal of the 
concentration of hydrogen ions in moles per litre of solution as 


determined by Method 4500-H‘B in Standard Methods. 


That subsection 1(jj) of the said By-law be repealed and the following substituted therefor: 


IS. 


Gj) "phenolic compounds" means those derivatives of aromatic 
hydrocarbons which have a hydroxy] group directly attached to the 
ring as determined by Method 5530 B plus 5530 C in Standard 
Methods or by Method PWABN-E3265A (or equivalent) as used 
by the Ministry of the Environment and Energy. 


That subsection l(kk) of the said By-law be repealed and the following substituted 
therefor: 


(kk) "phosphorus" means total phosphorus as determined by Method 
4500-P-B plus one of Methods 4500-P-C, 4500-P-E or 4500-P-F in 
Standard Methods. 


That subsection 1(ss) of the said By-law be repealed and the following substituted 
therefor: 


(ss) "SIC code" means Standard Industrial Classification Code contained 
in either the Standard Industrial Classification Manual published by 
Statistics Canada, 1980 (Canadian SIC) or the Standard Industrial 
Classification Manual published by the Executive Office of the 
President, Office of Management and Budget, 1987 (U.S. SIC). 


That subsection (tt) of the said By-law be repealed and the following substituted therefor: 


(tt) "solvent extractable matter of animal or vegetable Origin" means 
grease and oil as determined by Method 5520 B plus one of 
Methods 5520 D, 5520 E or 5520 C plus Method 5520 F in 
Standard Methods. 


That subsection I(uu) of the said By-law be repealed and the following substituted 
therefor: 


(uu) "solvent extractable matter of mineral or synthetic Origin" means 
grease and oil as determined by Method 5520 B plus one of 
Methods 5520 D, 5520 E or 5520 C plus Method 5520 F in 
Standard Methods. 


That subsection l(vv) of the said By-law be repealed and the following substituted 
therefor: 


(vv) "Standard Methods" means a procedure set out in the 18th edition 
of Standard Methods for the Examination of Water and Wastewater 
published jointly by the American Public Health Association, 
American Water Works Association and Water Environment 


PAS) 


2 


22. 


Federation, or a procedure published by the Ontario Ministry of the 
Environment and Energy as a standard method or the equivalent of 
a standard method, 


That subsection l(yy) of the said By-law be repealed and the following substituted 
therefor: 


(yy) "suspended solids" means solid matter in or on a liquid as 
determined by Method 2540 D in Standard Methods. 


That all that portion of subsection 4(1) of the said By-law preceding clause 4(1)1. be 
repealed and the following substituted therefor: 


4(1) No person shall discharge or deposit or cause or permit the 
discharge or deposit of matter of a kind listed below, directly or 
indirectly, into or in land drainage works, private branch drains or 


connections to any Sanitary sewer or combined sewer. 


That all that portion of subsection 5(1) of the said By-law preceding clause 5(1)1. be 
repealed and the following substituted therefor: 


5(1) No person shall discharge or deposit or cause or permit the 
discharge or deposit of matter of a kind listed below, directly or 
indirectly, into or in land drainage works, private branch drains or 


connections to any storm sewer, 


That clause 7(2)(b) of the said By-law be repealed and the following substituted therefor: 


(b) The Overstrength Discharge Agreement shall be in the form 
attached as Schedule G to this By-law and upon the approval of an 
Overstrength Discharge Agreement or amendment to such 
Agreement by the Commissioner of Transportation/Environmental 
Services, the Chairman and Clerk for the Regional Municipality are 
hereby authorized and directed to execute such Agreement or 
amending agreement. 


That clause 7(3)(b) of the said By-law be repealed and the following substituted therefor: 


(b) The Sanitary Sewer Surcharge Agreement shall be in the form 
attached as Schedule H to this By-law and upon the approval of a 
Sanitary Sewer Surcharge Agreement or amendment to such 
Agreement by the Commissioner of Transportation/Environmental 
Services, the Chairman and Clerk for the Regional Municipality are 
hereby authorized and directed to execute such Agreement or 


23. 


24. 


23; 


26, 


Zi. 


28. 


Vas). 


30. 


amending agreement. 


That subsection 8(6) of the said By-law be repealed and the following substituted therefor: 


(6) The Letter of Agreement for the compliance program shall be in the form attached 
as Schedule I to this By-law. The Owner or operator of industrial premises shall 
also provide to the Regional Municipality for each compliance program a Release 
and Indemnification in the form attached as Schedule I-A to this By-law and such 
insurance documents as are deemed to be necessary by the Commissioner of 
Transportation/Environmental Services. Upon the approval of a compliance 
program or amendment to such compliance program by the Commissioner of 
Transportation/Environmental Services, the Chairman and Clerk for the Regional 
Municipality are hereby authorized and directed to execute such Letter of 
Agreement or agreement to amend such Letter of Agreement. 


That subsection 10(1) of the said By-law be amended by adding the words "directly or 
indirectly," after the word "sewage" in the second line of this subsection. 


That subsection 10(2) of the said By-law be amended by adding the words ",directly or 
indirectly," after the word "stormwater" in the second line of this subsection. 


That subsection 10(3) of the said By-law be amended by adding the words "directly or 
indirectly," after the words "and (s)" in the second line of this subsection. 


That subsection 10(4) of the said By-law be amended by adding the words "directly or 
indirectly," after the words "and (i)" in the second line of this subsection. 


That the said By-law be amended by adding the following subsection 10(4a): 


(4a) The duty imposed by subsections 10(1), (2), (3) and (4) comes into 
force immediately when the person knows or ought to know that 
the matter referred to in those subsections has the potential to enter 
or is spilled into the Sanitary sewer, combined sewer or storm 
sewer, 


That the said By-law be amended by adding the following subsection 10(5)(f): 


(f) Whether the spill was reported to the Ministry of the 
Environmental and Energy and, if so, the date such report 
was made, 


That subsection 12(1) of the said By-law be amended by striking out the amounts 
"$5,000" and "$10,000" and substituting the amounts "$10,000" and "$25,000" 
respectively. 


a; 


ae, 


ook 


34, 


Bor 


That subsection 12(2) of the said By-law be amended by striking out the amounts 
"$25,000" and "$50,000" and substituting the amounts "$50,000" and "$100,000" 
respectively. 


That subsection 4(5) of Schedule G (Overstrength Discharge Agreement Form) to the said 
By-law be repealed and the following substituted therefor: 


(S) (a) The Company agrees to conduct the sampling program set out in Appendix 
G attached hereto during the term of this agreement and renewals thereof 
for the purposes of assessing the quality of the sewage being discharged 
pursuant to this agreement. The Company shall conduct the sampling 
program in accordance with the Standard Methods, current at the date of 
testing. The Company acknowledges and agrees that the sampling program 
requirements may be changed by the Commissioner of 
Transportation/Environmental Services at any time during the term of this 
agreement and renewals thereof if, in the sole opinion of the Commissioner 
of Transportation/Environmental Services, such change(s) is/are necessary. 


(b) If, in the opinion of the Commissioner of Transportation/Environmental 
Services, the Company fails to comply with any requirement contained in 
the sampling program set out in Appendix G attached hereto, the 
Commissioner of Transportation/Environmental Services may terminate this 
agreement on 10 days written notice sent by registered mail addressed to 
the Company at its said premises. 


(c) Appendix G forms part of this agreement. 


That section 5 of Schedule G (Overstrength Discharge Agreement Form) to the said By- 
law be amended by deleting the words "be automatically" in the third line of this section 
and substituting therefor the words "may be". 


That subsection 11(2) of Schedule G (Overstrength Discharge Agreement Form) to the 
said By-law be amended by adding the following to the end of this subsection: 


The Company acknowledges and agrees that the overstrength discharge fee will 
be based on the rates set out in Schedule "D" to By-law R89-049, as amended 
from time to time, subject to a minimum administrative fee as set out in said 
Schedule "D". 


That the signing page of Schedule G (Overstrength Discharge Agreement Form) to the 
said By-law be amended by: 


(a) deleting the signing line for the "Commissioner of Finance"; and 


+ 


a0: 


oy, 


38. 


oo: 


40. 


(b) deleting the reference to the "Department of Engineering" and substituting therefor 
the "Environmental Services Department". 


That Schedule G (Overstrength Discharge Agreement Form) to the said By-law be 
amended by adding the Appendix G attached to this by-law to the end of said Schedule 
c 


That section 2 of Schedule H (Sanitary Sewer Surcharge Agreement F orm) to the said By- 
law be amended by adding the following subsection LED 


(Gi (a) The Company agrees to conduct the sampling program set out in Appendix 
H attached hereto during the term of this agreement and renewals thereof 
for the purposes of assessing the quality of the sewage contained in the 
water originating from a source separate from the Regional potable water 
distribution system, which water is being discharged pursuant to this 
agreement. The Company shall conduct. the sampling program in 
accordance with the Standard Methods, current at the date of testing. The 
Company acknowledges and agrees that the sampling program 
requirements may be changed by the Commissioner of 
Transportation/Environmental Services at any time during the term of this 
agreement and renewals thereof if, in the sole opinion of the Commissioner 
of Transportation/Environmental Services, such change(s) is/are necessary. 


(b) If, in the opinion of the Commissioner of Transportation/Environmental 
Services, the Company fails to comply with any requirement contained in 
the sampling program set out in Appendix H attached hereto, the 
Commissioner of Transportation/Environmental Services may terminate this 
agreement on 10 days written notice sent by registered mail addressed to 
the Company at its said premises, 


(c) Appendix H forms part of this agreement. 
That section 3 of Schedule H (Sanitary Sewer Surcharge Agreement Form) to the said By- 
law be amended by deleting the words "be automatically" in the third line of this section 


and substituting therefor the words "may be", 


That section 10 of Schedule H (Sanitary Sewer Surcharge Agreement Form ) to the said 
By-law be amended by adding the following to the end of this subsection: 


The Company acknowledges and agrees that the aforementioned Sanitary sewer 
surcharge is subject to a minimum administrative fee as set out in Schedule "D" 


to By-law R89-049, as amended from time to time. © 


That the signing page of Schedule H (Sanitary Sewer Surcharge Agreement Form) to the 


7 


said By-law be amended by: 
(a) deleting the signing line for the "Commissioner of Finance"; and 


(b) deleting the reference to the “Department of Engineering" and substituting therefor 
the "Environmental Services Department". 


41. That Schedule H (Sanitary Sewer Surcharge Agreement Form) to the said By-law be 
amended by adding the Appendix H attached to this by-law to the end of said Schedule 
H. 

42. That the signing page of Schedule I (Letter of Agreement For Compliance Program) to 
the said By-law be amended by: 
(a) deleting the signing line for the "Commissioner of Finance"; and 
(b) deleting the reference to the "Department of Engineering" and substituting therefor 

the "Environmental Services Department", 

43, That the said By-law be amended by adding the Schedule I-A attached to this by-law, 

44. That Appendices G and H and Schedule I-A attached to this by-law form part of this by- 
law. 

45. In all other respects, the contents of By-law R89-049, as amended, are hereby confirmed 
unchanged. 

PASSED AND ENACTED this 21st day of __ February , 1995. 


S4rvises 
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SCHEDULE I-A - RELEASE AND INDEMNIFICATION FORM 
——_ NE AND INDEMNIFICATION FORM 


RELEASE AND INDEMNIFICATION 


IN CONSIDERATION of The Regional Municipality of Hamilton- Wentworth (hereinafter called 
"the Region") permitting (insert name of company) (hereinafter called " YVX¥ "), to discharge 
into the Region’s (insert type of sewer system - sanitary, combined or storm) sewer system 
sewage that contains parameters in excess of the limits set out in the Region’s Sewer Use By-law 
No. R89-049, as amended, all of which is pursuant to a Letter of Agreement For Compliance 
Program between the Region and (insert AXX) dated (insert date of agreement) (hereinafter 
called the "Letter of Agreement"), (insert XXX) , for itself, its transferees, successors and assigns, 
hereby releases and forever discharges the Region, its officers, officials, employees, servants and 
agents, from any and all claims, demands, actions, causes of action, interest, costs, damages, 
expenses, loss, suits or other proceedings, however arising, which (insert XXX) now has or may 
hereafter have against the Region in consequence of the discharge of such sewage pursuant to the 
Letter of Agreement except to the extent such proceedings are attributable to or caused by the 
negligence of the Region, its officers, officials, employees, servants and agents, or any of them. 


AND further, (insert XXX)_ hereby agrees to defend, save harmless and indemnify the Region, 
its officers, officials, employees, servants and agents, from any and all claims, demands, actions, 
causes of action, interest, costs, damages, expenses, fines, penalties, loss, suits or other 
proceedings for loss, damage, injury or death attributable to or connected with the discharge of 
such sewage pursuant to the Letter of Agreement, no matter how caused, except to the extent the 
loss, damage, injury or death is attributable to or caused by the negligence of the Region, its 
officers, officials, employees, servants and agents, or any of them. 


AND further that this Release and Indemnification shall survive the termination, expiry or other 
manner in which the Letter of Agreement shall cease to be in force, 


SIGNED AND SEALED at , Ontario, this day of 
oe 


(INSERT NAME OF COMPANY) 


(insert name & position of authorized 
signing officer beneath signature) 


(insert name & position of authorized 
signing officer beneath signature) 
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APPENDIX G 


COMPANY SAMPLING PROGRAM 
FOR OVERSTRENGTH DISCHARGE AGREEMENT 


* 


APPENDIX H 


COMPANY SAMPLING PROGRAM 
FOR SANITARY SURCHARGE AGREEMENT 


* 


a Authority: Item 2, Finance Committee Report 13-93 
ge, (FIN 93-150) 
CM: March 7, 1995 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO, R95-025 
ane BILL NO. 2382 


Being a by-law to amend Regional By-law R89-049, as amended, by implementing the 1994 
User Fees for Overstrength Agreements. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 16th 
day of November, 1993 did approve Item 2 of Report 13-93 of the Finance Committee 
which authorized the 1994 User Fees effective January 1, 1994; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
16th day of November, 1993 authorized that the appropriate Regional By-laws be changed 
to reflect the 1994 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 18th 
day of January, 1994 did approve Item 8 of Report 1-94 of the Finance Committee which 
authorized the 1994 Water and Sewer Rates effective January 1, 1994; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 


18th day of January, 1994 authorized that the appropriate Regional By-laws be changed to 
© reflect the 1994 Water and Sewer Rates effective January 1, 1994; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL EEL ALS OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ily That schedule "D" of Regional By-law R89-049, as amended, is hereby repealed, and 
the schedule "D" attached to this By-law be substituted therefor. . 


Passed and Enacted this __ 7th day of _ March , 1995 


SCHEDULE "D" TO BY-LAW R89-049 


SCHEDULEZOF BEES 


(REFERRED TO IN SECTIONS 4, 7 AND 8) 


is Fee for an annual permit to discharge hauled sewage $39.00 
2: Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to be discharged only at 


Woodward and Dundas Sewage Treatment Plants an in compliance with 
Section 4(1): 


Woodward Avenue Sewage Treatment Plant $16.82 per load 
Dundas Sewage Treatment Plant $16.82 per load 
b) Waste Transportation Systems with contents to be discharged in compliance 


with Section 4(1), other than B.O.D. and Suspended Solids; 

Woodward Avenue Sewage Treatment Plant 
$8.41/2500 litres, or part thereof, of the net capacity of the 
vehicle making such discharge (with a minimum charge of 


$16.82) 


Mountain Transfer Station 


$3.36/1000kg. (with a minimum charge of $16.82) 


c) Holding Tanks of Recreational Vehicles $4.67 
Note: All of section 2 is subject to 7% GST. 


oF Overstrength Discharge Fees 


Sf 
| Savon Satan Fae ee 
: 


4. 


Be 


a) Overstrength Agreements 


b) Surcharge Agreements 


Compliance Program Fees 


Oe | ee 
eo | onc, 
pene | ax many 


Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 


$90.00/quarter 


$45.00/quarter 


~ 


Authority: Item 8, Finance Committee Report 1-94 


@ (FIN 94-002) 
CM: March 7, 1995 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW No, 895-026 


DILIEINO. 2383 


Being a by-law to amend Regional By-law 2-75, as amended, by implementing the 1994 
Sanitary Sewer Surcharge Rate. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 18th 
day of January, 1994 did approve Item 8 of Report 1-94 of the Finance Committee which 
authorized that the Sanitary Sewer Surcharge effective January 1, 1994, be 95% of the water 
charge; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of January, 1994 authorized that the appropriate Regional By-laws be changed to 
reflect the 1994 Sanitary Sewer Surcharge; 

NOW PTHEREFORE. Tie COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


L That schedule "A" of Regional By-law 2-75, as amended, is hereby repealed, and the 
schedule "A" attached to this By-law be substituted therefor. 


Passed and Enacted this 7th day of March , 1995 
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Item 18, Finance Committee Report 11-94 

CM: December 20, 1994 (FIN 94-128) 

Item 15, Finance Committee Report 1-95 —~ 
CM: January 18, 1995 (FIN 95-006) = 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


Authority: 


BY-LAW NO. R95-043 BILL NO. 2400 


Being a by-law to amend Regional By-law R89-049, as amended, by implementing the 1995 
User Fees and the 1995 Overstrength Sewage Rates. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 20th 
day of December, 1994 did approve Item 18 of Report 11-94 of the Finance Committee 
which authorized the 1995 User Fees effective January 1, 1995; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
20th day of December, 1994 authorized that the appropriate Regional By-laws be changed 
to reflect the 1995 User’ Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 18th 
day of January, 1995 did approve Item 15 of Report 1-95 of the Finance Committee which 
authorized the 1995 Water and Sewer Rates effective January 1, 1995; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of January, 1995 authorized that the appropriate Regional By-laws be changed to 
reflect the 1995 Water and Sewer Rates effective January 1, 1995; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 
1 That schedule "D" of Regional By-law R89-049, as amended, is hereby repealed, and 


the schedule ‘D" AST to this By-law be substituted therefor. 


Dk THAT this By. -law' shall come into force and take effect as of January 1st, 1995. 


Passed and Enacted this 18thday of April isos 


SCHEDULE "D" TO BY-LAW R89-049 —< 


SCHEDULE OF FEES 


(REFERRED TO IN SECTIONS 4, 7 AND 8) 


1. For an annual fee permit to discharge hauled sewage $40.00 
2 Permit refund service charge - Sewers $10.00 
a Discharge fees for hauled sewage 


Holding Tanks 


a) Waste Transportation Systems with contents to be discharged only at 
Woodward and Dundas W.W.T.P. and in compliance with Section 4(1): 


Woodward Avenue W.W.T.P. $18.00 per load* 


Dundas W.W.T.P. $18.00 per load* 


Septic Waste Tanks 


b) Waste Transportation Systems with contents to be discharged in compliance 
with Section 4(1), other than B.O.D. and Suspended Solids; 


i) Woodward Avenue W.W.T.P.: 
$9.00/2500 litres, or part thereof, of the net capacity of the vehicle making 
such discharge (with a minimum charge of $18.00)* 


ii) Dundas W.W.T_P.: 

$9.00/2500 jitres, or part thereof, of the net capacity of the vehicle making 
such discharge (with a minimum charge of $18.00)* 

iii) Mountain Transfer Station: 


$3.60/1000kg. (with a minimum charge of $18.00)* 


c) Holding Tanks of Recreational Vehicles $5.00* 


* Includes GST. 


Nbo! 


9 4. Overstrength Discharge Fees 


a [BoD 
[b | Suspended Solids | 27.28 cents 
[4 | Solvent Extractable Matter | 28.64 cents/ke. 
Je | Kjeldahl Nitrogen | 136.40 cents/kg 


5: Compliance Program Fees 


34.10 cents/kg 


a | 

[b | suspended sotids | 27.28 conts/kg, 
jd [Solvent Extractable Matter | 28.64 conts/ke, 
fe | Kjeldanl Nitrogen | 136.40 cents/ke 


6. Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 
a) Overstrength Agreements $90.00/quarter 
b) Surcharge Agreements $45.00/quarter 


Authority: Item 18, Finance Committee Report 11-94 


CM: December 20, 1994 (FIN 94-128) 


aS BILL NO. 2401 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. 95-044 
BEING A BYLAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of Hamilton- 
Wentworth passed and enacted Regional By-Law R79-172, known and referred to as "The Regional 
Sewer and Drain By-Law," 


WHEREAS ON December 20, 1994, the Council of the Regional Municipality of Hamilton- 
Wentworth did approve Item No. 18 of the Finance Committee Report 11-94 which authorized 
the 1995S user fees effective January 1, 1995; 


WHEREAS ON December 20, 1994, the Council of the Regional Municipality of Hamilton- 
Wentworth authorized that the appropriate Regional By-Laws be changed to reflect the 1995 user 
Tees: 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, to reflect 
the 1995 user fees under said By-law: 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACT AS FOLLOWS: 


He That Schedule "C" to Regional By-Law R79-172, as amended, is hereby repealed and that 
schedule "C" attached to this By-Law be substituted therefor. 


2 That Clause 5(1)(b) of Regional By-Law R79-172, as amended, is hereby repealed and the 
following substituted therefor: 


5(1)(b) Upon the execution and registration on title of an Agreement in the form set 
forth in Schedule "A" to this By-Law, and the owner of the land is to pay to 
the Region | 
(i) ‘ One‘Thousand four hundred and sixty-nine dollars ($1,469.00) where 

: either a Sanitary or Storm Sewer is to be connected; and 
(ii) ° One Thousand eight hundred and fifty-six dollars ($1,856.00) where a 
sanitary and storm sewer is to be connected. 


Abo! 


ae 
. THAT this By-law shall come into force and take effect as of January Ist, 1995. a 


4. In all other respects, the contents of Regional By-Law R79-172, as amended, are hereby 
confirmed unchanged 


PASSED AND ENACTED THIS 18th DAY OF _ April Me be boy 
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SCHEDULEAC 


SCHEDULE OF FEES FOR SEWER PERMITS 


iE Basic Fee for any permit 


In addition to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) for a sanitary yard sewer and a 
sanitary private drain, or for 
either one individually 


(b) for a storm yard sewer and a 
storm water private drain, or for 


either one individually 


(c) for a lateral connection to a 
yard sewer 


(d) for a catchbasin including 
connection to a storm water 
yard sewer 

(e) inspect storm sewer 


(f) inspect sanitary sewer 


2. Special Sanitary/Storm Sewer Agreements 
(Clause 5(1)(b)(i) of the By-Law) 


3. Special Dual Sewer Agreements 
(Clause 5(1)(b)(i) of the By-Law) 


2 Includes GST. 


$45.00 


$16.00* 


$16.00* 


$16.00* 


$16.00* 


$16.00* 


$16.00* 


$1469.00 


$1856.00 


es 
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Authority: Item 9, Engineering 


Services Committee Repo} 
7-9 (ENG 91=—157) 


Bill No. 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R95-075 


Being a By-law to Amend The Regional Sewer and Drain By-law R79-172, as amended, 
regarding joint sewer services and joint sewer service agreements. 


WHEREAS Section 72 of the Regional Municipalities Act, R.S.O. 1990, c. R.8, as amended, 
provides that the Regional Corporation has the sole responsibility for the collection and 
disposal of all sewage in the Regional Area and that all provisions of any general Act 
relating to such collection and disposal of such sewage and the financing thereof by a 
municipal corporation or a local board thereof and all the provisions of any special Act 
relating to such collection and disposal of such sewage and the financing thereof by an area 
municipality or a local board thereof apply with necessary modifications to the Regional 
Corporation, except the power to establish a public utilities commission; 


AND WHEREAS on the 6th day of November, 1979, the Council of The Regional 
Municipality of Hamilton-Wentworth did pass and enact By-law R79-172, known as “The 
Regional Sewer and Drain By-law", being a by-law to regulate the use of public and private 
sewers and drains and the installation and connection of building sewers and drains in the 
Regional Municipality of Hamilton-Wentworth; 


AND WHEREAS on the 16th day of April, 1991, the Council of The Regional Municipality 
of Hamilton-Wentworth did approve of Item 9 of Report No. 7-91 of the Engineering 
Services Committee and thereby did authorize the amendment of The Regional Sewer and 
Drain By-law to permit a joint sewer service agreement to be entered into and registered 
on title where Regional Council has approved the use of said agreements for specific lands; 


NOW THEREPORE, THE COUNCIE, OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


y That Regional By-law R79-172, as amended, be further amended by adding the 
following subsection 6.(6)(A) thereto: 


6.(6)(A) Notwithstanding the provisions of subsection (6) of this section, 
separate yard sewers and private drains are not required for up to 
three (3) separate residential parcels of land or for the property of up 
to three (3) separate condominium corporations, if approved by the 
Council of the Regional Corporation and provided that the owners 


2432 


-Gy 
are: 
Se 


enter into a joint sewer service agreement with the Regional 
Corporation and register the agreement on title against the subject 
lands. 


yap In all other respects, the contents of By-law R79-172, as amended, are hereby 
confirmed unchanged. 


PASSED AND ENACTED this 12th day of July Fake ey 


EC ae 


R al’ Chairman 


ae 


Authority: Item 15, Finance Committee Report 1-95 


(FIN 95-006) 
CM: January 24, 1995 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENT WORTH 


BY-LAW NO. R95-086 BILL NO. 2443 


Being a by-law to amend Regional By-law 2-75, as amended, by implementing the 1995 Sanitary Sewer Surcharge 
Rate. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 24th day of January, 1995 
did approve Item 15 of Report 1-95 of the Finance Committee which authorized that the Sanitary Sewer 
Surcharge effective January 1, 1995, be 94% of the water charge; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 24th day of January, 
1995 authorized that the appropriate Regional by-Laws be changed to reflect the 1994 Sanitary Sewer Surcharge; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


if That schedule "A" of Regional By-law 2-75, as amended, is hereby repealed, and the schedule “A” 
attached to this By-law be substituted therefor. 


be a 
Passed and Enacted this 22 day f plugust aos 


‘Approved 
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SCHEDULE "A" TO BY-LAW 2-75 
SURCHARGE ON THE WATER RATE COMPRISED OF A 
SANITARY SEWER RATE AND SANITARY SEWAGE SERVICE RATE 
1. Surcharge as follows (January 1, 1995 - December 31, 1995) : 


a) Sanitary Sewer Rate 44% of the gross amount 
of the annual water rate. 


b) Sanitary Sewage Service Rate 50% of the gross amount 
of the annual water rate. 


LATE PAYMENT PENALTY CHARGE 


om Effective January 1, 1994, accounts outstanding longer than twenty one (21) days after billing 
will be charged a late payment penalty of 3%. 


INTEREST ON OVERDUE ACCOUNTS 


= Effective January 1, 1992, accounts outstanding over thirty (30) days and cach subsequent thirty 
(30) days will be charged interest at a rate of 2% above prime (adjusted quarterly). 


. Authority: Item 3, Finance Committee Report 10-95 
(FIN 95-115) 
CM: October 17, 1995 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. r95-124 
BEING A BYLAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of Hamilton- 
Wentworth passed and enacted Regional By-Law R79-172, known and referred to as “The Regional 
Sewer and Drain By-Law," 


WHEREAS ON October 17th, 1995, the Council of the Regional Municipality of Hamilton- 
Wentworth did approve Item No. 3 of the Finance Committee Report 10-95 which authorized the 
1996 user fees effective January 1, 1996; 


WHEREAS ON October 17th, 1995, the Council of the Regional Municipality of Hamilton- 
Wentworth authorized that the appropriate Regional By-Laws be changed to reflect the 1996 user 
fees: 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, to reflect 
the 1996 user fees under said By-law: 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACT AS FOLLOWS: 


L That Schedule "C" to Regional By-Law R79-172, as amended, is hereby repealed and that 
schedule "C" attached to this By-Law be substituted therefor. 


2, That Clause 5(1)(b) of Regional By-Law R79-172, as amended, is hereby repealed and the 
following substituted therefor: 


5(1)(b) Upon the execution and registration on title of an Agreement in the form set 
forth in Schedule "A" to this By-Law, and the owner of the land is to pay to 
the Region 
(i) One Thousand five hundred and thirteen dollars ($1,513.00) where 

either a Sanitary or Storm Sewer is to be connected; and 
(ii) | One Thousand nine hundred and twelve dollars ($1,912.00) where a 
sanitary and storm sewer is to be connected. 


BILL NO. 2481 
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SCHEDULE OF FEES FOR SEWER PERMITS 


i Basic Fee for any permit $45.00 


In addition to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) for a sanitary yard sewer and a 
Sanitary private drain, or for 
either one individually $16.00* 


(b) for a storm yard sewer and a 
storm water private drain, or for 
either one individually $16.00* 


(c) for a lateral connection to a 
yard sewer $16.00* 


(d) for a catchbasin including 
connection to a storm water 


yard sewer. $16.00* 
(€) inspect storm sewer $16.00* 
(f) inspect sanitary sewer $16.00* 
IA Special Sanitary/Storm Sewer Agreements $1,513.00 


(Clause 5(1)(b)(i) of the By-Law) 


a: Special Dual Sewer Agreements $1,912.00 
(Clause 5(1)(b)(i) of the By-Law) 


: Includes GST. 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO, R96-100 
BEING A BYLAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of Hamilton- 
Wentworth passed and enacted Regional By-Law R79-172, known and referred to as “The Regional 
Sewer and Drain By-Law," 


WHEREAS ON November 19th, 1996, the Council of the Regional Municipality of Hamilton- 
Wentworth did approve Item No. 8 of the Finance Committee Report 11-96 which authorized the 
1997 user fees effective January 1, 1997; 


WHEREAS ON November 19th, 1996, the Council of the Regional Municipality of Hamilton- 
Wentworth authorized that the appropriate Regional By-Laws be changed to reflect the 1997 user 
fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, to reflect 
the 1997 user fees under said By-law: 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACT AS FOLLOWS: 


1% That Schedule "C" to Regional By-Law R79-172, as amended, is hereby repealed and that 
schedule “C" attached to this By-Law be substituted therefor. 


Z. That Clause 5(1)(b) of Regional By-Law R79-172, as amended, is hereby repealed and the 
following substituted therefor: 


5(1)(b) Upon the execution and registration on title of an Agreement in the form set 
forth in Schedule "A" to this By-Law, and the owner of the land is to pay to 
the Region 
(i) One Thousand five hundred and forty three dollars ($1,543.00) where 

either a Sanitary or Storm Sewer is to be connected; and 
(ii) | One Thousand nine hundred and fifty dollars ($1,950.00) where a 
Sanitary and storm sewer is to be connected. 


CM: November 19, 1996 (FIN 96-083) 


BILL NO. 2589 
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3 THAT this By-law shall come into force and take effect as of January Ist, 1997. 


4, In all other respects, the contents of Regional By-Law R79-172, as amended, are hereby C 
confirmed unchanged. 


PASSED AND ENACTED THIS ji7tn DAY OF  pecember , 1996. 


SCHEDULE "SC! 
SCHEDULE OF FEES FOR SEWER PERMITS 


ik Basic Fee for any permit $45.00* 


In addition to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) for a sanitary yard sewer and a 
sanitary private drain, or for 
either one individually $15.00* 


(b) for a storm yard sewer and a 
storm water private drain, or for 
either one individually $15.00* 


(c) for a lateral connection to a 
yard sewer $15.00* 


(d) for a catchbasin including 
connection to a storm water 


yard sewer $15.00* 
(e) inspect storm sewer $15.00* 
(f) inspect sanitary sewer $15.00* 
Zi Special Sanitary/Storm Sewer Agreements $1,543.00* 


(Clause 5(1)(b)(i) of the By-Law) 


3 Special Dual Sewer Agreements $1,950.00* 
(Clause S(1)(b)(i) of the By-Law) 


G.S.T. exempt. 


LdhemS . Fi van cé 


CM: November 19, 1996 (FIN 96-083) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BILL NO. 2591 
BY-LAW NO. R96-102 


Being a by-law to amend Regional By-law R89-049, as amended, by implementing the 1997 
User Fees: 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 19th 
day of November, 1996 did approve Item 8 of Report 11-96 of the Finance Committee 
which authorized the 1997 User Fees effective January 1, 1997; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of November, 1996 authorized that the appropriate Regional By-laws be changed 
to reflect the 1997 User Fees. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


dis That schedule "D", items 1 through 3 of Regional By-law R89-049, as amended, is 
hereby repealed, and the schedule “D", items 1 through 3 attached to this By-law be 
substituted therefor. 


2 THAT this By-law shall come into force and take effect as of January Ist, 1997. 


Passed and Enacted this 17thday of December , 1996 


Sa 
) 


SCHEDULE "D" TO BY-LAW R89-049 
SCHEDULE OF FEES 
EFFECTIVE JANUARY 1, 1997 


(REFERRED TO IN SECTIONS 4, 7, AND 8) 


1. For an annual fee permit to discharge hauled sewage $41.00 
Z Permit refund service charge - Sewers $10.00 
o Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to be discharged in compliance 


with Section 4(1): 


Woodward Avenue W.W.T.P. $22.00 per load* 
Dundas W.W.T.P. $22.00 per load* 
Mountain Transfer Station $4.40*/1000kg. (with a minimum 


charge of $22.00) 


b) Waste Transportation Systems with contents to be discharged in compliance 
with Section 4(1), other than B.O.D. and Suspended Solids; 


i) Woodward Avenue W.W.T.P.: 


$11.00* /2500 litres, or part thereof, of the net capacity of the vehicle making 
such discharge (with a minimum charge of $22.00) 


ii) Mountain Transfer Station: | 
$4.40*/1000 kg. (with a minimum charge of $22.00) 


c) Holding Tanks of Recreational Vehicles $5.00* 


* includes G.S.T. 
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Committee Report, 19-96 ve YO-15U ) 


Bill ne 2594 
December 17, 1996 
THE REGIONAL MUNICIPALITY OF HAR TTON WENTWORTH 


BY-LAW R96-104 
BEING A BY-LAW TO AMEND BY-LAW R89-049, AS AMENDED 


WHEREAS pursuant to paragraph 150 of subsection 210(1) of the Municipal Act, R.S.O. 
1990, chapter M.45, as amended, which is made applicable to The Regional Municipality of 
Hamilton-Wentworth by subsection 72(2) of the Regional Municipality Act, R.S.O. 1990, 
chapter R. 8, as amended, The Regional Municipality of Hamilton-Wentworth is empowered 
to prohibit, regulate, and inspect the discharge of any gaseous, liquid or solid matter into land 
drainage works, private branch drains, and connections to any sewer, sewer system, or sewer 
works for the carrying away of domestic sewage or industrial wastes, or both, whether 
connected to a treatment works or not; 


AND WHEREAS on the 4th day of April, 1989, the Council of The Regional Municipality of 
Hamilton-Wentworth did enact By-law R89-049, being a by-law to regulate the discharge of 
water and wastes into the sanitary, combined and storm sewer systems of The Regional 
Municipality of Hamilton- Wentworth, and being known as The Sewer Use By-law; 


AND WHEREAS at its meeting of October 17, 1995, the Council of The Regional 
Municipality of Hamilton-Wentworth did approve Item 3 of Report 10-95 of the Finance 
Committee which authorized the 1996 User Fees effective January 1, 1996 and that 
appropriate Regional By-laws be amended to reflect the 1996 User Fees; 


AND WHEREAS at its meeting of May 21, 1996, the Council of The Regional Municipality 
of Hamilton-Wentworth did approve Item 9 of Report 7-96 of the Environmental Services 
Committee which authorized the 1996 Overstrength Discharge Fees and Administrative Fees 
for Sewer Use Agreements effective January 1, 1996; 


AND WHEREAS at its meeting of December 17, 1996 the Council of The Regional 
Municipality of Hamilton-Wentworth did approve Item 9 of Report 15-96 of the 
Environmental Services Committee and did thereby authorize various administrative 
amendments to The Sewer Use By-Law; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


iB That The Sewer Use By-law R89-049, as amended, (the “By-law") be further amended 
by striking out every reference in said By-law to "Commissioner of 
Transportation/Environmental Services" and by substituting in each case 
“Commissioner of Environment". 


2 That the said By-law be amended by striking out every reference in said By-law to 
"Ontario’s Guidelines for Sewage Sludge Utilization on Agricultural Lands" and by 
substituting in each case the “Guidelines For The Utilization Of Biosolids And Other 


Z 


Wastes On Agricultural Land (as revised March, 1996)". 


That the said By-law be amended by striking out every reference in said By-law to 
"Part VII" or "part VII" of the Environmental Protection Act and by substituting in 
each case "Part VIII". 


That subsection 1(h) of the said By-law be repealed and the following substituted 
therefor: 


(h) "Commissioner of Environment" means the Commissioner of the Regional 
Environment Department for The Regional Municipality or the person duly 
authorized to act in his or her stead. 


That subsection 1(ff) of the said By-law be amended by deleting Ontario Regulation 
number "148/86" and substituting therefor "352". 


That subsection 1(tt) of the said By-law be repealed and the following substituted 
therefor: 


(tt) "solvent extractable matter of animal or vegetable origin" means grease and oil 
as determined by the Environmental Protection Agency Method 1664. 


That subsection 1(uu) of the said By-law be repealed and the following substituted 
therefor: 


(uu) "solvent extractable matter of mineral or synthetic origin" means grease and oil 
as determined by the Environmental Protection Agency Method 1664. 


That subsection 1(vv) of the said By-law be repealed and the following substituted 
therefor: 


(vv) "Standard Methods" means a procedure set out in the 19th edition of Standard 
Methods for the Examination of Water and Wastewater published jointly by the 
American Public Health Association, American Water Works Association and 
Water Environment Federation, or a procedure published by the Ontario 
Ministry of the Environment and Energy as a standard method or equivalent of 
a standard method. 


That Schedule D to the said By-law be repealed and the Schedule D attached to this 
by-law be substituted therefor. 


That the signing page of Schedule G (Overstrength Discharge Agreement Form) to the 
said By-law be amended by deleting the reference to the "Environmental Services 
Department" and substituting therefor the "Regional Environment Department". 


ye. 


LoS) 


That the signing page of Schedule H (Sanitary Sewer Surcharge Agreement Form) to 
the said By-law be amended by deleting the reference to the "Environmental Services 
Department" and substituting therefor the “Regional Environment Department". 


ea That the first page of Schedule I (Letter of Agreement for Compliance Program) to the 
said By-law be amended by deleting the words "Compliance Program Number". 

ee That the signing page of Schedule I (Letter of Agreement for Compliance Program) to 
the said By-law be amended by deleting the reference to the "Environmental Services 
Department" and substituting therefor the “Regional Environment Department". 

14. That Schedule D attached to this by-law forms part of this by-law. 

1S: In all other respects, the contents of By-law R89-049, as amended, are hereby 
confirmed unchanged. 

16. That this by-law comes into force and effect on the date of its passing and enactment 
except for section 9 which shall be deemed to have come into force and effect on 
January 1, 1996. 

PASSED AND ENACTED this 17th day of December 1 996: 


Chairman Clerk 


a “irvaved 
ye f+. 


SCHEDULE "D" TO BY-LAW R89-049 
SCHEDULE OF FEES 
EFFECTIVE JANUARY 1, 1996 


(REFERRED TO IN SECTIONS 4, 7, AND 8) 


ie For an annual fee permit to discharge hauled sewage $41.00 
2 Permit refund service charge - Sewers $10.00 
a Discharge fees for hauled sewage 
a) Waste Transportation Systems with contents to be discharged in compliance 


b) 


Cc) 


with Section 4(1): 


Woodward Avenue W.W.T.P. $20.00 per load* 
Dundas W.W.T.P. $20.00 per load* 
Mountain Transfer Station $4.00*/1000kg. (with a minimum 


charge of $20.00) 


Waste Transportation Systems with contents to be discharged in compliance 
with Section 4(1), other than B.O.D. and Suspended Solids; 


1) Woodward Avenue W.W.T_P.: 


$10.00*/2500 litres, or part thereof, of the net capacity of the vehicle making 
such discharge (with a minimum charge of $20.00) 


11) Mountain Transfer Station: 


$4.00*/1000 kg. (with a minimum charge of $20.00) 


Holding Tanks of Recreational Vehicles $5.00* 


* Includes G.S.T. 


c 
|e 
Coe 
ee Kjeldahl Nitrogen 


ee 
°c ol 
5 
a 


6: Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 


a) Overstrength Discharge Agreements $100.00 per quarter 


9 b) Sanitary Sewer Surcharge Agreements $50.00 per quarter 


Authority: Item (g), Special Council 


(CAO 97-005) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BILL NO. 2616 


BY-LAW NO. R97- 022 


BEING A BY-LAW TO LEVY AGAINST THE AREA MUNICIPALITIES OF THE 

REGION SUMS OF MONEY REQUIRED FOR THE YEAR 1997 FOR GENERAL, 

LIBRARY, STORM SEWERS AND TRANSIT PURPOSES OF THE REGIONAL 
MUNICIPALITY OF HAMILTON-WENTWORTH 


INTRODUCTION 


WHEREAS Subsection 29(1) of the Regional Municipality of Hamilton-Wentworth Act, R.S.O. 
1990, c.R.12, as amended, (hereinafter called the " Regional Municipality of Hamilton-Wentworth 
Act") provides that the Regional Council shall in each year prepare and adopt estimates of all 
sums required during the year for the purposes of the Regional Corporation, including the sums 
required by law to be provided by the Regional Council for any local board of the Regional 
Corporation, and 


WHEREAS the Regional Council, at its meeting of the 18th of March, 1997, adopted Section (g) 
of the minutes of the Committee of the Whole meeting dated the 26th of February, 1997, which 
provided that the 1997 Operating budget be approved, and 


WHEREAS Clauses 30(1)(a) and (b) of the Regional Municipality of Hamilton-Wentworth Act 
provide that Council of the Regional Corporation in each year shall levy against the area 
municipalities of the Region a sum of money sufficient to pay for its estimated current annual 
expenditures and for debts falling due within the year 1997 and to provide for sinking funds and 
principal and interest payments or sinking fund requirements for the debenture debt of the area 
municipalities for which the Regional Corporation is liable, and 


GENERAL LEVY 


WHEREAS Subsection 30(2) of the Regional Municipality of Hamilton-Wentworth Act provides 
that the Council shall direct the portion of the sums of money required by it pursuant to 
Subsection 30(1) of the Regional Municipality of Hamilton-Wentworth Act, to be levied against 
each area municipality in the proportion that the whole rateable property in each area 
municipality bears to the whole rateable property in the Regional area according to the last 
revised Assessment roll, as returned, discounted and equalized by the Ministry of Finance 
pursuant to Subsection 30(4) and (5) of the Regional Municipality of Hamilton-Wentworth Act, 
and 


CM: February 26, 1997 


WHEREAS Subsections 72(5) and (14) of the Regional Municipalities Act provide for the 
Regional Corporation to require the Corporation of the City of Hamilton to collect sums of 
money required for storm sewer purposes by general rate without the approval of the Ontario 
Municipal Board, and 


WHEREAS the sum as set forth in column 6 of Schedule "A", attached hereto, is required for 
storm sewer purposes in the City of Hamilton, and 


TRANSIT LEVY 


WHEREAS Subsection 39(1) of the Regional Municipality of Hamilton-Wentworth Act provides 
for the levy on the area municipalities within the Urban Transit Area the sums required to meet 
the deficit arising out of the operation of the Regional Public Transportation System in the Urban 
Transit Area, and 


WHEREAS Subsection 38(1) of the Regional Municipality of Hamilton-Wentworth Act provides 
for the City of Hamilton to be established as the Urban Transit Area, and 


WHEREAS the Minister has not altered the Urban Transit Area, and 


WHEREAS the Regional Municipality of Hamilton-Wentworth has, therefore, determined that 
a deficit, as set forth in column 7 of Schedule "A", attached hereto, will be incurred in the Urban 
Transit Area after allowing for Provincial subsidies, and 


INTERIM LEVY 


WHEREAS an interim levy, pursuant to Subsection 32(1) of the Regional Municipality of 
Hamilton-Wentworth Act, against each area municipality as shown in column 9 of Schedule "A", 
has been credited to each such area municipality, resulting in a net total levy against each area 
municipality in the amount set out in column 10 of Schedule "A", attached hereto. 


NOW, THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


i. It is hereby directed that the portions of the sum of ELEVEN MILLION, 
THREE HUNDRED AND NINETY-NINE THOUSAND, FOUR HUNDRED 
AND THIRTY DOLLARS ($11,399,430) for the provision of a solid waste 
disposal system, as shown in column 3 of Schedule "A", attached hereto, be 
levied against each area municipality as shown in Column 1 of Schedule 
vA". for the year 1997. 


The Treasurer of each area municipality, shown in column 1 of Schedule 
"A", attached hereto, shall pay to the Treasurer of the Regional 
Corporation the sums of money levied hereunder against each area 
municipality as shown in column 10 of Schedule "A", attached hereto, in 
five equal instalments due and payable on the 15th days of July, August, 
September, October and November in the year 1997. 


In the event that any of the said area municipalities fail to make any 
payment as provided for in Section 7 of this By-law, interest on the sums of 
money due and payable at a rate per annum equivalent to that which would 
have been charged to the Region at the prime rate of the Region's Banker, 
not to exceed fourteen and one-quarter per cent (14%%) shall be added 
thereto until payment with interest is made. 


Schedule "A", attached to this By-law, forms part of this By-law. 


PASSED AND ENACTED THIS Ist DAY OF . “April ploy. 


Uh. foto 


£] CLERK 


Authority: Item 8, Finance Committee Report 11-96 
(FIN 96-038), CM November 19, 1996 


Bil No. 2630 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW 97-036 


Being a by-law to amend Regional Sewer Use By-law R89-049, as amended, by implementing 
the 1997 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 19th day 
of November, 1996 did approve Item 8 of Report 11-96 of the Finance Committee which 
authorized the 1997 User Fees deemed to have come into force and take effect January 1, 
ee Fie a 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of November, 1996, authorized that the appropriate Regional By-laws be changed 
to reflect the 1997 User Fees. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


de That Schedule "D", Items 1 through 3 of Regional By-law R89-049, as amended, is 
hereby repealed, and the Schedule "D", Items 1 through 3 attached to this By-law be 
substituted therefor. 


2. That this By-law shall be deemed to have come into force and take effect as of 
January Ist, 1997. 


PASSED AND ENACTED this _ 6th day of _— May 5 LOOT. 


Clerk 


as io form: 
/ 
Lena 


Services 


(OLAX EL | 
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SCHEDULE "D" TO BY-LAW R89-049 
SCHEDULE OF FEES 
EFFECTIVE JANUARY 1, 1997 


(REFERRED TO IN SECTIONS 4, 7, AND 8) 


if For an annual fee permit to discharge hauled sewage $41.00 
2, Permit refund service charge - Sewers $10.00 
3; Discharge fees for hauled sewage 


a) Waste Transportation Systems with contents to be disch arged in compliance 
with Section 4(1): a 


Woodward Avenue W.W.T.P. $22.00 per load* 
Dundas W.W.T.P. $22.00 per load* 
Mountain Transfer Station $4.40*/1000kg. (with a minimum 


charge of $22.00) 


b) Waste Transportation Systems with contents to be discharged in compliance 
with Section 4(1), other than B.O.D. and Suspended Solids; 


i) Woodward Avenue W.W.TP:: . 
acity of the vehicle making 


$11.00*/2500 litres, or part thereof, of the net cap 
such discharge (with a minimum charge of $22.00) 


ii) Mountain Transfer Station: 


$4.40*/1000 kg. (with a minimum charge of $22.00) 


c) Holding Tanks of Recreational Vehicles $5.00* 


* includes G.S.T. 


Authority: Item 20, Finance Committee Report 2-96 
CM: February 20, 1996 (FIN96024) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


7 DILL NO; 2683 


BY-LAW R97- 089 
BEING A BY-LAW TO AMEND BY-LAW 2-75, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 20th day 
of February, 1996 did approve Item 20 of Report 2-96 of the Finance Committee which 
authorized the 1996 Sewer and Water Rates deemed to have come into force and take effect 
February 1, 1996. 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 


20th day of February, 1996, authorized that the appropriate Regional By-laws be changed to 
reflect the 1996 Sewer and Water Rates. 


26 
NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF a) 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: > 


L: That Schedule "A" to Regional By-law 2-75, as amended, is hereby repealed, and the 
Schedule "A" attached to this By-law be substituted therefor. 


Zz That this By-law shall be deemed to have come into force and take effect as of S 
February 1, 1996. SS 


PASSED AND ENACTED this 4th day of November kote 


Chairman Clerk 


Aporoved 


asto form 
100 


Services 


SCHEDULE “A: 


SURCHARGE ON THE WATER RATE COMPRISED OF A 
SANITARY SEWER RATE AND SANITARY SEWAGE SERVICE RATE 


Surcharge as follows (Effective February 1, 1996): 


(a) Sanitary Sewer Rate 46% of the gross amount of 
the annual water rate 


(b) Sanitary Sewage Service Rate 50% of the gross amount of the 
annual water rate 
LATE PAYMENT PENALTY CHARGE 
Ze Effective June 1, 1994 accounts outstanding longer than twenty one (21) days after 
billing will be charged a late payment penalty of 3%. 
INTEREST ON OVERDUE ACCOUNTS 


oye Effective January 1, 1992 accounts outstanding over thirty (30) days and each 
subsequent thirty (30) days will be charged interest at a rate of 2% above prime 


(adjusted quarterly). 


Authority: Item 8, Finance Committee Report 2-97 


CM: February 4, 1997 (FIN97017) 


_ BILL NO. 2684 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R97-090 
BEING A BY-LAW TO AMEND THE SEWER USE BY-LAW R89-049, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 4th day 
of February, 1997 did approve Item 8 of Report 2-97 of the Finance Committee which 
authorized the 1997 Sewer and Water Rates deemed to have come into force and take effect 


Jamary 1, 1997. 
AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 


4th day of February, 1997, authorized that the appropriate Regional By-laws be changed to 
reflect the 1997 Sewer and Water Rates. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


i That Schedule “D", Items 4 through 6, to Regional By-law R89-049, as amended, is 
hereby repealed, and the Schedule “D", Items 4 through 6, attached to this By-law be 
substituted therefor. 


2: That this By-law shall be deemed to have come into force and take effect as of 
Jamary 1, 1997. 


PASSED AND ENACTED this 4th day of November Aol. 


Clerk 


Approved 
a form 


Legal 
Services 


™ 


Schedule "D" to By-law R89-049 
Continued 


4. Overstrength Discharge Fees 


= [oon 
[> | Suspended Soid 
Phenolic Compou 
lege Solvent Extractable Matter 
ea Kjeldahl Nitrogen 
Phosphorus 


aE Compliance Program Fees 

Pa Ex aa ce 
|b | suspended Solids 30.638 cents/kg. 
Phenolic Compounds 38.297 cents/kg. 
ea Solvent Extractable Matter 32.170 cents/kg. 


ie Kjeldahl Nitrogen 153.188 cents/kg. 


Phosphorus 91.914 cents/kg. 


6. Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 


a) Overstrength Discharge Agreements $104.00 per quarter 


b) Sanitary Sewer Surcharge Agreements $52.00 per quarter 


Authority: Item 6, Finance and Administrative 
Services Committee Renort 2-98 (FIN98013) 
@ CM: February 3, 1998 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R98-017 BLEESNO R272 


Being a by-law to amend Regional Sewer Use By-law R89-049, as amended, by implementing the 1998 
User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 3rd day of 
February, 1998 did approve Item 6 of Report 2-98 of the Finance and Administrative Services 
Committee which authorized the 1998 User Fees deemed to have come into force and take effect 
February 3, 1998; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 3rd day of 
February, 1998 authorized that the appropriate Regional By-laws be changed to reflect the 1998 User 
Fees. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


Is That Schedule "D", Items 1 through 3 of Regional By-law R89-049, as amended, is hereby 
=. . =.. repealed, and the Schedule "D", Items 1 through 3- attached -to-this -By-law-be substituted - == - 
&> therefor. ; 


Zz; THAT this By-law shall be deemed to have come into force and take effect as of February 3rd, 
1998. 


PASSED AND ENACTED this 7th day of April, 1998. 


SCHEDULE "D" TO BY-LAW R89-049 
SCHEDULE OF FEES 
EFFECTIVE FEBRUARY 3, 1998 


(REFERRED TO IN SECTIONS 4, 7, AND 8) 


1 For an annual fee permit to discharge hauled sewage $42.00 
ye Permit refund service charge - Sewers $10.00 
a: Discharge fees for hauled sewage 


a) Holding Tank Wastes: 
Waste Transportation Systems with contents 
to be discharged only at Woodward & Dundas 
WWTP and in compliance with Section 4(1) of 
By-law R89-049, as amended (per holding tank) $22.50* 


b) Septic Waste Tanks: 
Waste Transportation Systems with contents 
to be discharged only at Woodward & Dundas 
WWTP and in compliance with Section 4(1) of 
By-law R89-049, as amended, other than B.O.D. 
and suspended solids 


- per 2,500L or part of Bll 
- minimum charge $22.50* 
) Mountain Transfer Station: 


Waste Transportation Systems with contents 
to be discharged only at Mountain Transfer 
Station and in compliance with Section 4(1) 
of By-law R89-049, as amended, other than 
B.O.D. and suspended solids 


- per 1,000Kg or part of $ 4.50* 
- minimum charge $22 50% 
4. Holding Tanks of Recreational Vehicles $5.00* 


* includes G.S.T. 


Authority: Item 6, Finance and Administrative 
Services Committee Renort 2-98 (FIN98013° 
CM: February 3, 1998 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 

BY-LAW NO. 898-018 


BEING A BYLAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172 


@ 
BILUANGS 2713 
WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of Hamilton-Wentworth 


passed and enacted Regional By-Law R79-172, known and referred to as "The Regional Sewer and 
Drain By-Law," 


WHEREAS ON February 3rd, 1998, the Council of the Regional Municipality of Hamilton- Wentworth 
did approve Item No. 6 of the Finance and Administrative Services Committee Report 2-98 which 
authorized the 1998 user fees deemed to have come into force and effect February 3, 1998; 


WHEREAS ON February 3rd, 1998, the Council of the Regional Municipality of Hamilton-Wentworth 
authorized that the appropriate Regional By-Laws be changed to reflect the 1998 user fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, to reflect 
the 1998 user fees under said By-law: 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1. That Schedule "C" to Regional By-Law R79-172, as amended, is hereby repealed and that 
schedule "C" attached to this By-Law be substituted therefor. 


ih That Clause 5(1)(b) of Regional By-Law R79-172, as amended, is hereby repealed and the 
following substituted therefor: 


5(1)(b) Upon the execution and registration on title of an Agreement in the form set forth 
in Schedule "A" to this By-Law, and the owner of the land is to pay to the 
Region 
(i) One Thousand five hundred and seventy four dollars ($1,574.00) where 
either a Sanitary or Storm Sewer is to be connected; and 
(ii) | One Thousand nine hundred and eighty nine dollars ($1,989.00) where a 
Sanitary and Storm sewer is to be connected. 


THAT this By-law shall deemed to have come into force and take effect as of February 3rd, 
1998. 


In all other respects, the contents of Regional By-Law R79-172, as amended, are hereby 
confirmed unchanged. 


PASSED AND ENACTED THIS 7th DAY OF April Bess, 


28 Dip-in 
Regio erk Bb 


SCHEDULE."C" 


SCHEDULE OF FEES FOR SEWER PERMITS 


y Basic Fee for any sewer permit $46 .00* 


In addition to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) for a sanitary yard sewer and a 
private drain, or for 
either one individually $15.00* 


(b) for a storm water yard sewer 
and a private drain, or for 
either one individually $15.00* 


(c) for a lateral connection to a 
yard sewer $15.00* 


(d) for a catchbasin including 
connection to a storm water 


yard sewer $15.00* 
(e) inspect storm sewer $15.00* 
(f) inspect sanitary sewer $15.00* 
Z: Special Sanitary/Storm Sewer Agreements $1,574.00* 


(Clause 5(1)(b)(1) of the By-Law) 


Sh Special Dual Sewer Agreements $1,989.00* 
(Clause 5(1)(b)(ii) of the By-Law) 


4. Sanitary Yard Sewer & Private Drain Inspection (weekend) $200.00* 


“a G.S.T. exempt. 


de Authority: Item 8.10, 


Environmental Services 
Committee — section, 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH September 10, 1998 
Special Council agenda 


BY-LAW R98-082 CM: October 6, 1998 
Bill No: oa 9 if | 
BEING A BY-LAW TO AMEND THE REGIONAL SEWER AND 
DRAIN BY-LAW R79-172, AS AMENDED, 
REGARDING JOINT SEWER SERVICES AND 
JOINT SEWER SERVICE AGREEMENTS 


WHEREAS section 72 of the Regional Municipalities Act, R.S.O. 1990, c. R.8, as 
amended, provides that the Regional Corporation has the sole responsibility for the 
collection and disposal of all sewage in the Regional Area and that all provisions of any 
general Act relating to such collection and disposal of such sewage and the financing 
thereof by a municipal corporation or a local board thereof and all the provisions of any 
special Act relating to such collection and disposal of such sewage and the financing 
thereof by an area municipality or a local board thereof apply with necessary 
modifications to the Regional Corporation, except the power to establish a public utilities 
commission; 


AND WHEREAS on the 6" day of November, 1979, the Council of The Regional 
Municipality of Hamilton-Wentworth did pass and enact By-Law R79-172, known as 
“The Regional Sewer and Drain By-Law”, being a by-law to regulate the use of public 
and private sewers and drains and the installation and connection of building sewers and 
drains in the Regional Municipality of Hamilton-Wentworth: 


AND WHEREAS on the 10th day of September, 1998, the Council of The Regional 
Municipality of Hamilton-Wentworth did approve of Item 8.10 of the Environmental 
Services Committee Section of the Council Agenda and thereby did authorize the 
amendment of The Regional Sewer and Drain By-Law to permit a joint sewer service 
agreement to be entered into and registered on title where Regional Council has approved 
the use of said agreements for specific lands; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


1. That Regional By-Law R79-172, as amended, be further amended by adding the 
following clause 6.(4)(A) immediately after subsection 6.(4): 


6.4(A) Notwithstanding the provisions of subsection (4) of this section, separate 
yard sewers and private drains are not required for up to three (3) separate 
non-residential parcels of land, if approved by the Council of the Regional 
Corporation, in its sole discretion, and provided that the owners enter into 
a joint sewer service agreement with the Regional Corporation and register 
the agreement on title against the subject lands. 


i 
S 
S 


2. In all other respects, the contents of By-Law R79-172, as amended, are hereby 
confirmed unchanged. 


3. This by-law shall be deemed to have come into force on September 11, 1998. 


PASSED AND ENACTED this 6th day of October 5 1998: 


REGIONAL CLE 


Approved 


Vera 


Services 


Authority: Item 11, Finance and Administrative Services 
Committee Report 1-98 (FIN98002) 
CM: January 20, 1998 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW R98-102 BILL NO. 2797 


Being a by-law to amend the Regional Sewer Use By-law R89-049, as amended, by 
implementing the 1998 Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 20" 
day of January, 1998, did approve Item 11 of Report 1-98 of the Finance and Administrative 
Services Committee which authorized, among other things, the 1998 Overstrength Fees and 
Compliance Program Fees as of January 1, 1998; 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 
ar day of February 1998, did approve Item 6 of Report 2-98 of the Finance and 
Administrative Services Committee which authorized the 1998 User Fees as of February 3, 
1998; 


AND WHEREAS it is necessary to further amend the Regional Sewer Use By-law R98-049 
as amended, to reflect said 1998 Fees. 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


1. That Schedule “D” of the Regional Sewer Use By-law R89-049, as amended, is hereby 
repealed and the Schedule “D” attached to this By-law is substituted therefor. 


2. That Items 1, 2 and 3 of Schedule “D” attached to this By-law shall be deemed to have 
come into force and take effect as of February 3™, 1998. 


3. That Items 4,5 and 6 of Schedule “D” attached to this By-law shall be deemed to have 
come into force and take effect as of January 1, 1998. 


4. That By-law R98-017 is hereby repealed. 


PASSED AND ENACTED this 15th day of December 5 1998. 


HEDULE D 
SCHEDULE OF FEES 


EFFECTIVE FEBRUARY 3, 1998 (ITEMS 1, 2 and 3) 
AND JANUARY 1, 1998 (ITEMS 4, 5 and 6) 


(REFERRED TO IN SECTIONS 4, 7 AND 8) 


i Fee for an annual permit to discharge hauled sewage $ 42.00 
ps Permit refund service charge — Sewers $ 10.00 
oF Discharge fees for hauled sewage 


SG a) Waste Transportation Systems with contents 

oR to be discharged only at Woodward & Dundas 

ee WWTP and in compliance with Section 4(1) of 

By-law R89-049, as amended (per load) $22,507 


b) Waste Transportation Systems with contents 
to be discharged only at Woodward & Dundas 
WWTP and in compliance with Section 4(1) of @ 
By-law R89-049, as amended, other than B.O.D. 
and suspended solids 
-per 2,500L or part of $i25* 
-minimum charge $22.50* 


C) Mountain Transfer Station: 
Waste Transportation Systems with contents 
to be discharged only at Mountain Transfer 
Station and in compliance with Section 4(1) 
of By-law R89-049, as amended, other than 
B.O.D. and suspended solids 


-per 1,000Kg or part of $ 4.50* 
-minimum charge $22.00" 
d) Holding Tanks of Recreational Vehicles 200% 


* Includes GST. 


4. Overstrength Discharge Fees 


ea Suspended Solids 32.459 cents/kg. 
Phenolic Compounds 40.574 cents/kg. : 


Solvent Extractable Matter 34.082 cents/kg 
Kjeldahl Nitrogen 162.296 cents/kg 
Phosphorous 97.377 cents/kg. 


Sp Compliance Program Fees 


Cs 
fe | Sepdaisoie ———S—*d aspen 
[a | SohentBaeabienaner ‘| >4taeonvie 

a 


6. Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 
a) Overstrength Discharge Agreements $110.00 per quarter 


b) Sanitary Sewer Surcharge Agreements $55.00 per quarter 


Authority: Item 5, Joint City/Region Budget 
Steering Committee (FIN99004) 
CM: February 2, 1999 


BIEL. NO, 2823 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R99-022 


BEING A BY-LAW TO AMEND THE REGIONAL SEWER AND DRAIN BY-LAW R79-172, AS 
AMENDED, TO REFLECT THE 1999 USER FEES 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of Hamilton- 
Wentworth passed and enacted Regional By-Law R79-172, known and referred to as “The 
Regional Sewer and Drain By-Law," 


AND WHEREAS on February 2nd, 1999, the Council of The Regional Municipality of Hamilton- 
Wentworth did approve Item No. 5 of the Joint City/Region Budget Steering Committee Report 1- 
99 which authorized the 1999 User Fees to come into force and effect on February 3, 1999; 


AND WHEREAS on February 2nd, 1999, the Council of The Regional Municipality of Hamilton- 
Wentworth also authorized that the appropriate Regional By-Laws be changed to reflect the 1999 
User Fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as amended, to 
reflect the 1999 User Fees; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


(e That Clause 5(1)(b) of Regional By-Law R79-172, as amended, is hereby repealed and 
the following substituted therefor: 


5(1)(b) | Upon the execution and registration on title of an Agreement in the form set forth 
in Schedule "A" to this By-Law, and the owner of the land is to pay to the Region 


(i) One Thousand six hundred dollars ($1,600.00) where 
either a Sanitary or Storm Sewer is to be connected; and 


(ii) Two Thousand twenty dollars ($2,020.00) where a 
Sanitary and Storm sewer is to be connected. 


SCHEDULE {C* 


SCHEDULE OF FEES FOR SEWER PERMITS a 
EFFECTIVE FEBRUARY 3, 1999 
1. Basic Fee for any sewer permit $47.00" 
In addition to the Basic Fee described 
above, the following fees are payable: 
(a) for a sanitary yard sewer and a 
private drain, or for 
either one individually $15.00* 
Wo (b) for a storm water yard sewer 
aN and a private drain, or for 
oS either one individually $15.00* 
—< 
(c) for a lateral connection to a 
yard sewer $15.00* 
(d) for a catchbasin including 
ce. connection to a storm water eo 
On yard sewer 15.007 
ae (e) inspect storm sewer $15.00* 
(f) inspect sanitary sewer $15.00* 
2. Special Sanitary/Storm Sewer Agreements $1,600.00* 
(Clause 5(1)(b)(i) of the By-Law) 
3. Special Dual Sewer Agreements $2,020.00* 
(Clause 5(1)(b)(ii) of the By-Law) 
4. Sanitary Yard Sewer & Private Drain Inspection (weekend) $205.00* 


G.S.T. exempt. 


Eos 


2. That Schedule "C" to Regional By-Law R79-172, as amended, is hereby repealed and that 
Schedule "C" attached to this By-Law be substituted therefor. 


3: That this By-law shall be deemed to have come into force and take effect as of February 3rd, 
1999. 
4. In all other respects, the contents of Regional By-Law R79-172, as amended, are hereby 


confirmed unchanged. 


PASSED AND ENACTED THIS ®t DAY OF __?°rit AIS y 


. | | A D 
bb / OD b | 
CAE es 


Authority: Item 5, Joint City/Region Budget 
Steering Committee Report 1-99 
(FIN99004) 
CM: February 2, 1999 


BILL NO. 2824 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH © 
BY-LAW R 99-023 


BEING A BY-LAW TO AMEND REGIONAL SEWER USE BY-LAW R89-049, AS AMENDED, TO 
REFLECT THE 1999 USER FEES. 


WHEREAS on April 4, 1989, the Council of The Regional Municipality of Hamilton-Wentworth 
passed and enacted Regional By-law R89-049, known and referred to as “The Sewer Use By-law’, 
which By-law came into force and effect on April 10, 1989; 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 2nd day of 
February, 1999 did approve Item No. 5 of Report 1-99 of the Joint City/Region Budget Steering 
Committee which authorized the 1999 User Fees to come into force and take effect on February 3, 
1999; 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 2nd day of 
February, 1999 also authorized that the appropriate Regional By-laws be changed to reflect the 1999 
User Fees; 


AND WHEREAS it is necessary to further amend Regional By-law R89-049, as amended, to reflect 
the 1999 User Fees. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1 That Schedule "D", Items 1 through 3 of Regional By-law R89-049, as amended, is hereby 
repealed, and the Schedule "D", Items 1 through 3 attached to this By-law be substituted 


therefor. 

ze That this By-law shall be deemed to have come into force and take effect as of February 3rd, 
1999. 

2S: In all other respects, the contents of Regional By-law R89-049, as amended, are hereby 


confirmed unchanged. 


PASSED AND ENACTED this _°t® davon ilooe: 


legal 


Services 


SCHEDULE "D" TO BY-LAW R89-049 
SCHEDULE OF FEES 
EFFECTIVE FEBRUARY 3, 1999 


(REFERRED TO IN SECTIONS 4, 7, AND 8) 


ah For an annual fee permit to discharge hauled sewage $43.00 
ee Permit refund service charge - Sewers $10.00 
o Discharge fees for hauled sewage 


a) Waste Transportation Systems with contents 
to be discharged only at Woodward & Dundas 
WWTP and in compliance with Section 4(1) of 
By-law R89-049, as amended (per load) $23.00* 


b) Waste Transportation Systems with contents 
to be discharged only at Woodward & Dundas 
WWTP and in compliance with Section 4(1) of 
By-law R89-049, as amended, other than B.O.D. 
and suspended solids 


- per 2,500L or part of $11.50* 
- minimum charge $23.00* 
C) Mountain Transfer Station: 


Waste Transportation Systems with contents 
to be discharged only at Mountain Transfer 
Station and in compliance with Section 4(1) 
of By-law R89-049, as amended, other than 
B.O.D. and suspended solids 


- per 1,000Kg or part of $ 4.60* 
- minimum charge $23.01" 
d) Holding Tanks of Recreational Vehicles $5.00* 


* includes G.S.T. 


Authority: Item 4, Joint City/Region Budget Steering 
Committee Report 1-99 
> CM: February 2, 1999 (FIN99006) 


9 BILL NO. 2860 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R 99-058 


BEING A BY-LAW TO AMEND REGIONAL SEWER USE BY-LAW R89-049, AS AMENDED, TO 
REFLECT CERTAIN 1999 SEWER USE FEES 


WHEREAS on April 4, 1989, the Council of The Regional Municipality of Hamilton-Wentworth passed 
and enacted Regional By-law R89-049, known and referred to as “The Sewer Use By-law”, which by- 
law came into force and effect on April 10, 1989; 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 2"? day of 
February, 1999 did approve Item No. 4 of Report 1-99 of the Joint City/Region Budget Steering 
Committee which authorized, among other things, certain 1999 sewer use fees to come into force and 
take effect on January 1, 1999; . 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 2"° day of 
February, 1999 also authorized that By-law R89-049 be amended to reflect certain 1999 sewer use 
fees: 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
ENTWORTH ENACTS AS FOLLOWS: 


1 That Schedule “D”, Items 4 through 6 of Regional By-law R89-049, as amended, is hereby 
repealed, and the Schedule “D”’, Items 4 through 6 attached to this.By-law be substituted 


therefor. 

2. That this By-law shall be deemed to have come into force and take effect as of January ‘st, 
1999. 

3 In all other respects, the contents of Regional By-law R89-049, as amended, are hereby 


confirmed unchanged. 


PASSED AND ENACTED this !°t? — dayof 4" tg. 
oe Clerk 
Apnroved 


asAQ farm 


Services 


Schedule D to Bylaw R89-049 
Continued 


4. Overstrength Discharge Fees 


42.603 cents/kg. | 
34.082 cents/kg. | 
42.603 cents/kg. 
35.786 cents/kg. 


170.412 cents/kg. | 
lo eae 102.246 centsikgns | | 


ealeneh 

| Suspended Solids 
| Phenolic Compounds 

| Solvent Extractable Matter 
| Kjeldahl Nitrogen 
| Phosphorous 


> Compliance Program Fees 


— —=———— 


| Suspended Solids 34.082 cents/kg. : 


| Phenolic Compounds 42.603 cents/kg. | 
Solvent Extractable Matter 35.786 cents/kg. | 


| Kjeldahl Nitrogen 170.412 cents/kg. 


| Phosphorous 102.246 cents /kg. 
6. Administrative Fees for Sewer Use Agreements (minimum charges per quarter) 
a) Overstrength Discharge Agreements $116.00 per quarter 
b) Sanitary Sewer Surcharge Agreements $ 58.00 per quarter 


Authority: Item 4, Joint City/Region Budget Steering 
Committee Report 1-99 
© CM: February 2, 1999 (FIN99006) 


9 BILL NO. 2859 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R 29-057 


BEING A BY-LAW TO AMEND BY-LAW 2-75, AS AMENDED, TO REFLECT THE 1999 SANITARY 
SEWER SURCHARGE RATES 


WHEREAS on January 21, 1975, the Council of The Regional Municipality of Hamilton-Wentworth 
passed and enacted Regional By-law 2-75, which by-law came into force and effect on January My 
1975; 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 2"° day of 
February, 1999 did approve Item No. 4 of Report 1-99 of the Joint City/Region Budget Steering 
Committee which authorized that the sanitary sewer surcharge, effective January 1, 1999, be 100% 
of the water rate; 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the a day of 
February, 1999 also authorized that By-law 2-75 be amended to reflect the 1999 sanitary sewer 
surcharge rates; . 


@ow THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


af That Schedule “A”, to Regional By-law 2-75, as amended, is hereby repealed, and the 
Schedule “A” attached to this By-law be substituted therefor. 


2. That this By-law shall be deemed to have come into force and take effect as of January 1st, 
1999. 
3. In all other respects, the contents of Regional By-law 2-75, as amended, are hereby confirmed 
unchanged. 
PASSED AND ENACTED this 19th day of June 1999. 
a z Clerk sa 
Ae Ba g 


9 Services 


SCHEDULE “A” 
SURCHARGE ON THE WATER RATE COMPRISED OF A SANITARY SEWER RATE AND 
SANITARY SEWAGE SERVICE RATE 
1. Surcharge as follows (effective January 1, 1999): 
(a) Sanitary Sewer Rate 50% of the gross amount of the 
annual water rate 


(b) Sanitary Sewage Service Rate 50% of the gross amount of the 
annual water rate 


LATE PAYMENT PENALTY CHARGE 


2. Effective June 1, 1994, accounts outstanding longer than twenty-one (21) days after billing will be 
charged a late payment penalty of 3%. 


INTEREST ON OVERDUE ACCOUNTS 


3. Effective January 1, 1992, accounts outstanding over thirty (30) days and each subsequent thirty 
(30) days will be charged interest at a rate of 2% above prime (adjusted quarterly). 


Bill No. 2932 
Authority: Item 4, 5 of the 


Joint City/Region Budget 
Steering Committee Repor 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 14-99, CM Nov. 16/99 


BY-LAW R00-027 


BEING A BY-LAW TO AMEND THE REGIONAL 
SEWER AND DRAIN BY-LAW R79-172, AS AMENDED, 
TO REFLECT THE 2000 USER FEES 


WHEREAS, on November 6th, 1979, the Council of The Regional Municipality of 
Hamilton-Wentworth passed and enacted Regional By-law R79-172, known and 
referred to as "The Regional Sewer and Drain By-law"; 


AND WHEREAS on November 16th, 1999, the Council of The Regional Municipality of 
Hamilton-Wentworth did approve Item No. 4 and Item No. 5 of the Joint City/Region 
Budget Steering Committee Report 14-99 which authorized the 2000 user fees to 
come into force and effect on January 1°, 2000; 


AND WHEREAS on November 16", 1999, the Council of The Regional Municipality of 
Hamilton-Wentworth also authorized that the appropriate Regional By-laws be 
changed to reflect the 2000 user fees; 


AND WHEREAS it is necessary to further amend Regional By-law R79-172, as 
amended, to reflect the 2000 user fees; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


se That Schedule "C" to Regional By-law R/79-172, as amended, is hereby 
repealed and that Schedule "C" attached to this By-law be substituted therefor. 


2. That Clause 5(1)(b) of Regional By-law R79-172, as amended, is hereby 
repealed and the following substituted therefor: 


5(1)(b) Upon the execution and registration on title of an Agreement in 
the form set forth in Schedule "A" to this By-law, and the owner of 
the land is to pay to the Region 


(i) One Thousand six hundred thirty dollars 
($1,630.00) where either a Sanitary or Storm 
Sewer is to be connected; and 


(ii) Two Thousand sixty dollars ($2,060.00) 
where a Sanitary and Storm sewer is to be 
connected. 


3. That this By-law shall be deemed to have come into force and take effect as of 
January 1°, 2000. 


sy be a> 


4. In all other respects, the contents of Regional By-law R79-172, as amended, are 
hereby confirmed unchanged. 


PASSED AND ENACTED THIS 26th DAY OF April , 2000. 


- Acting Clerk 


SCHEDULE "C" 


SCHEDULE OF FEES FOR SEWER PERMITS 


1. Basic Fee for any sewer permit $48.00* 


In addition to the basic fee described 
in subsection (1), the following 
fees are payable: 


(a) fora sanitary yard sewer and a 
private drain, or for 
either one individually $15.00* 


(b) for a storm water yard sewer 
and a private drain, or for 
either one individually $15.00* 


(Cc) for a lateral connection to a 
yard sewer $15.00* 


(d) for a catchbasin including 
connection to a storm water 


yard sewer $15.00* 

(e) inspect storm sewer $15.00* 

(f) inspect sanitary sewer $15.00* 

2. Special Sanitary/Storm Sewer Agreements $1,630.00* 
(Clause 5(1)(b)(i) of the By-law) 

3. Special Dual Sewer Agreements $2,060.00* 
(Clause 5(1)(b)(ii) of the By-law) 

4. Sanitary Yard Sewer & Private Drain Inspection (weekend) $210.00* 


c G.S.T. exempt. 


Bill No. 2951 
Authority: Joint City/Region Budget Steering Committee 
Report 14-99, Item 4, CM November 16, 1999 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R00-046 


BEING A BY-LAW TO AMEND THE SEWER USE BY-LAW R89-049, AS 
AMENDED, TO REFLECT THE YEAR 2000 SEWER USE FEES AND USER 
FEES: 


WHEREAS on April 4, 1989, the Council of The Regional Municipality of 
Hamilton-Wentworth passed and enacted Regional By-law R89-049, known and 
referred to as “The Sewer Use By-law”, which By-law came into force and effect 
on April 10, 1989: 


AND WHEREAS the Council of The Regional Municipality of Hamilton- 
Wentworth on the 16" day of November, 1999 did approve Item No. 1 of Report 
14-99 of the Joint City/Region Budget Steering Committee which authorized, 
among other things, certain year 2000 sewer use fees to come into force and 
take effect on January 1, 2000: 


AND WHEREAS the Council of The Regional Municipality of Hamilton- 
Wentworth on the 16" day of November, 1999 did approve Item No. 4 of Report 
14-99 of the Joint City/Region Budget Steering Committee which authorized the 
year 2000 User Fees for the Environment Division to come into force and take 
effect on January 1, 2000: 


AND WHEREAS the Council of The Regional Municipality of Hamilton- 
Wentworth on the 16! day of November, 1999 also authorized that the 
appropriate Regional By-laws be changed to reflect the year 2000 sewer use 
fees and User Fees; 


AND WHEREAS it is necessary to further amend Regional By-law R89-049, as 
amended, to reflect said fees. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ls That Schedule "D" of Regional By-law R89-049, as amended, is hereby 
repealed, and the Schedule “D" attached to this By-law be substituted 


therefor. xy 


That this By-law shall be deemed to have come into force and take effect 
as of January 1, 2000. 


In all other respects, the contents of Regional By-law R89-049, as 
amended, are hereby confirmed unchanged. 


PASSED AND ENACTES this 6th __ day of ‘Juine , 2000. 


ing Clerk 


/.poroved 


MMe 
2 Fal 


S¢ivices 


SCHEDULE “D” TO BY-LAW R89-049 
SCHEDULE OF FEES 
EFFECTIVE JANUARY 1°", 2000 


(REFERRED TO IN SECTIONS 4, 7 AND 8) 


te For an annual fee permit to discharge hauled sewage 
we Permit refund service charge — Sewers 
oi, Discharge fees for hauled sewage 


a) Waste Transportation Systems with contents 
to be discharged only at Woodward & 
Dundas WWTP and in compliance with 
Section 4(1) of By-law R89-049, 
as amended (per load) 


b) Waste Transportation Systems with contents 
to be discharged only at Woodward & 
Dundas WWTP and in compliance with 
Section 4(1) of By-law R89-049, 
as amended (per load) 

Other than B.O.D. and suspended solids 
-per 2,500L or part thereof 
-minimum charge 


C) Mountain Transfer Station: 

Waste Transportation Systems with contents 

to be discharged only at Woodward & 

Dundas WWTP and in compliance with 

Section 4(1) of By-law R89-049, 

as amended (per load) 

Other than B.O.D. and suspended solids 
-per 1,000kg or part thereof 
-minimum charge 


d) Holding Tanks of Recreational Vehicles 


*includes GST. 


$44.00 


$10.00 


$23.50* 


211.75" 
$23.50" 


4. Overstrength Discharge Fees and Compliance Program Fees 


hcp Rarametergs Soe ar RES Cent ee 


Phosphorous 111.165 


eee PE 
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Ss Administrative Fees for Sewer Use Agreements (minimum charges per 
quarter) 
a) Overstrength Discharge Agreement $126.00 
b) Sanitary Sewer Surcharge Agreement $ 63.00 


O 
9) 


ee Bill No. 2952 
Authority: Environmental Services Committee Report 10-99 
Item #2, CM December 21, 1999 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R00-047 


BEING A BY-LAW TO AMEND THE SEWER USE BY-LAW R89-049, AS 
AMENDED, TO REFLECT HAULED SEWAGE FEES. 


WHEREAS on April 4, 1989, the Council of The Regional Municipality of 
Hamilton-Wentworth passed and enacted Regional By-law R89-049, known and 
referred to as “The Sewer Use By-law”, which By-law came into force and effect 
on April 10, 1989; 


AND WHEREAS the Council of The Regional Municipality of Hamilton- 
Wentworth on the 21st day of December, 1999 did approve Item No. 2 of Report 
10-99 of the Environmental Services Committee which authorized a restructuring 
of the hauled sewage rates under The Sewer Use By-law to better reflect the 
cost of treatment and management of hauled sewage; 


AND WHEREAS the restructured hauled sewage rates are to be phased in two 
stages during the year 2000, specifically February 1, 2000 and July 1, 2000; 


AND WHEREAS the Council of The Regional Municipality of Hamilton- 
Wentworth on the 21st day of December, 1999 also authorized that The Sewer 
Use By-law be amended to reflect the restructured hauled sewage rates for the 
year 2000; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


4 That Item 3 of Schedule "D" to Regional By-law R89-049, as amended, is 
hereby repealed, and the Item 3 of Schedule "D" attached to this By-law 
be substituted therefor. 


2 That this By-law shall be deemed to have come into force and take effect 
as of February 1, 2000, except that the rates set out in the last column of 
Items 3(a) and 3(b) of Schedule “D” attached to this By-law (entitled “Fee 
for discharge effective July 1, 2000”) shall come into force and take effect 
on July 1, 2000. 


ay In all other respects, the contents of Regional By-law R89-049, as € 
amended, are hereby confirmed unchanged. 


PASSED AND ENACTED this _ 6th dayof__ june , 2000. 


AYtIing Clerk 


Approved 
oe” 
Lega 


Services 


SCHEDULE “D” TO BY-LAW R89-049 


SCHEDULE OF FEES 


EFFECTIVE FEBRUARY 15", 2000 and JULY 1, 2000 


or (a) Discharge fees for hauled sewage generated inside the Region 


Greater than 1000 
imperial gallons but 


less than or equal to 
3500 imperial gallons 
Greater than 3500 
imperial gallons but 
less than or equal to 
5000 imperial gallons 
Greater than 5000 
imperial gallons but 
less than or equal to 
8000 imperial gallons 


Greater than 4.45 m3 but 
less than or equal to 
19.99 M3 


Greater than 15.59 m3 
but less than or equal to 
22.27 M3 


Greater than 22.27 m3 
but less than or equal to $90.00* 
35.64 m3 


(b) Discharge fees for hauled sewage generated outside the Region & 


of 00 
$ 60.00* 
$ 120.00* $120.00" 
$ 120.00* $180.00" 
$180.00" $300.00* 


(c) Holding Tanks of Recreational Vehicles $5.00* 


‘Fe 


Up to 4.45 m3 or any part 
thereof 


Up to 1000 imperial 
gallons or any part 
thereof 
Greater than 1000 
imperial gallons but 
less than or equal to 
3500 imperial gallons 
Greater than 3500 
imperial gallons but 
less than or equal to 
5000 imperial gallons 
Greater than 5000 
imperial gallons but 
less than or equal to 
8000 imperial gallons 


$ 60.00* 


Greater than 4.45 m3 but 
less than or equal to 
15.5903 


Greater than 15.59 m3 
but less than or equal to 
22-21 Ms 


Greater than 22.27 m3 
but less than or equal to 
35.64 m3 


*includes GST. 
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